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Preface 


This book presents work collected through the Liquefaction Experiments and 
Analysis Projects in 2019 (LEAP-ASIA-2019). This LEAP follows LEAP- 
UCD-2017 which culminated in the publication of the LEAP-2017 proceedings as 
a first volume. In addition to the 2017 research targets, such as repeatability, vari- 
ability, and sensitivity of lateral spreading on mildly sloping liquefiable sand, this 
volume includes research efforts to validate the generalized scaling law (GSL) using 
centrifuge testing of a prototype identical to the one employed in LEAP-UCD-2017. 
In LEAP-ASIA-2019, round-robin centrifuge model tests were conducted in col- 
laboration with 10 international institutes on identical saturated sloping sand layers 
with a wider range of initial conditions in terms of density and amplitude of input 
acceleration than those of UCD-2017 series. Two tests were assigned to each insti- 
tute for two purposes: (1) validation of the generalized scaling law (GSL) and (2) 
development of additional experimental data sets to fill the gaps in the existing 
experimental data sets. It was the first multi-institutional attempt to investigate the 
validity of the generalized scaling law for a saturated sandy sloping deposit under a 
wide range of initial and testing conditions. The experimental data provided a 
unique basis for assessing the capabilities of six different numerical simulation plat- 
forms for the numerical simulation of soil liquefaction. 

Close communication through many international on-line meetings held in 
2018-2019 were the key in obtaining high-quality and consistent results as they had 
been done in the previous exercises. Finally, results were presented in an interna- 
tional workshop held in March 2019 at Kansai University, Osaka, Japan. The proj- 
ect participants presented and discussed the results of the experiments and the 
numerical simulations as described in the papers in this book. Although some results 
have been already published in the special issue of Soil Dynamics and Earthquake 
Engineering (https://www.sciencedirect.com/journal/soil-dynamics-and-earth- 
quake-engineering/special-issue/IONXRLS4NFM), this book contains full mea- 
sures of results obtained in LEAP-ASIA-2019. 
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Preface 


This book consists of the following three parts: 


. Overall summary of the results of the centrifuge model experiments, calibration 


results for the numerical element tests, and results of Type B and C analyses 
(Chaps. 1, 2, 3 and 4). 


. Detailed reports on the centrifuge model experiments of each institute (Chaps. 5, 


6, 7, 8, 9, 10, 11, 12 and 13). 


. Detailed reports on the numerical analysis of each institute (Chaps. 14, 15, 16, 


17, 18, 19 and 20). 


The following is a list of major findings and issues that were identified through 


LEAP-ASIA-2019. 


I. 


Since LEAP-GWU-2015 and LEAP-UCD-2017, one of the main objectives of 
LEAP has been to create and publish a large and high-quality database of physi- 
cal models and element tests to contribute to evaluating and validating the ability 
of analytical tools to predict liquefaction mechanisms and consequences. 
Researchers have worked hard to establish and extend the laboratory test data- 
base to characterize the physical and mechanical properties of the Ottawa F-65 
sand. This is being continued in LEAP-ASIA-2019. All the data produced by 
LEAP-ASIA-2019 are now open to public through the NHERI Cyberinfrastructure 
Centers DesignSafe at https://www.designsafe-ci.org/data/browser/public/ 
designsafe.storage.published/PRJ-2438v2. 


. A series of stress-controlled undrained cyclic hollow cylinder torsional shear 


tests were conducted at the Disaster Prevention Research Institute, Kyoto 
University, for four different relative densities (D, = 50%, 60%, 70%, and 85%) 
to contribute to understanding the mechanical properties of the Ottawa F-65 
sand. Details of the modeling and the results of the tests conducted prior to the 
LEAP-ASIA-2019 workshop are reported. The database was enriched by adding 
new data on the physical and mechanical properties of Ottawa F-65 sand. 


. The GSL was verified for acceleration and excess pore water pressure within the 


range of densities and input accelerations performed in this experimental series. 
For displacements, deviation from the displacements converted from the conven- 
tional scaling law for centrifuge modeling increased as displacement increased. 
Under the present experimental conditions, the error was found to be large for 
displacements exceeding 250 mm in the prototype scale. 


. The trend surface relating among the lateral displacement U,», the relative den- 


sity Dr q. (2.0 m) estimated from the penetration test, and the filtered input 
acceleration PGA. proposed in LEAP-UCD-2017 were updated by adding 
new data. 


. Stress-controlled undrained cyclic hollow cylinder torsional shear test results of 


Ottawa F-65 sand with 50% and 60% relative density were used to calibrate the 
numerical analysis model. Although liquefaction strength curves were repro- 
duced well by the majority of participated models, some models showed diffi- 
culty in simulating stress paths and stress-strain relationships. 


Preface ix 


6. In the Type-B and Type-C numerical simulations, the time histories of response 
acceleration, excess pore water pressure, and lateral displacement were com- 
pared with the experimental results and were able to reproduce the trends 
observed in the centrifuge experiments well. In particular, the Type-C simula- 
tions reproduced the experimental results more accurately by adjusting the 
model parameters. Although it is very difficult to perfectly reproduce all mea- 
sured responses, such as acceleration, pore pressure, and displacement, it was 
shown that accumulating a database of high-quality experimental results can 
provide valuable data for improving numerical simulations. 


Through the course of the LEAP-ASIA-2019, new ideas of building models and 
measuring physical parameters in centrifuge modelling have been tested and 
reported, which may be quite useful to readers who are encountering similar prob- 
lems. Also, for numerical modelers, by referring the high-quality laboratory test 
data and centrifuge experimental data, their models can be tested, for example, by 
comparing results with the trend surface developed in the series of LEAP exercises. 
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Abstract In the framework of Liquefaction Experiments and Analysis Projects 
(LEAP), round-robin centrifuge model tests were conducted in collaboration with 
ten international institutes on identical saturated sloping sand layers with a wide 
range of initial conditions. Two tests, one with a model following conventional cen- 
trifuge scaling law and the other with a model following the generalized scaling law 
(GSL), were assigned to each institute for two purposes: (1) validation of the gener- 
alized scaling law (GSL) and (2) development of additional experimental data sets 
to fill the gaps in the existing experimental data sets. The GSL may be validated 
when the ground deformation is small (less than 250 mm in the present study). The 
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trend surface was updated with the new data sets, whose trend is consistent with the 
previous one. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modeling 


1.1 Introduction 


With major advances in computer science and technology, numerical modeling has 
made great strides in the field of earthquake geotechnical engineering. More than 
three decades ago, under the project called VELACS (Arulanandan & Scott, 1993, 
1994), various institutes conducted centrifuge experiments to simulate ground 
response under liquefaction, and consistency with experimental results was verified 
for several numerical methods. At present, numerical simulation is a common prac- 
tice to validate a design under static and dynamic loading conditions. To name a 
few, numerical models employed in practice are FLIP (Iai et al., 1992; Jai et al., 
2013), LIQCA (Oka et al., 1999), PM4Sand (Boulanger & Ziotopoulou, 2015), and 
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GEOASIA (Asaoka & Noda, 2007). Recently, particle methods, such as DEM 
(Cundall & Strack, 1979), SPH (Lucy, 1977; Monaghan, 1992), and MPS (Koshizuka 
et al., 1996), have been evolved and increasing users along with the advances in 
computing. However, they may not be advanced enough to be used in practice. 

LEAP (Liquefaction Experiments and Analysis Projects) is an international col- 
laboration project aiming at validating both experimental and analytical methods to 
study liquefaction-related phenomena (Manzari et al., 2015). So far, three exercises 
under the LEAP have been developed. All dealt with the dynamic response on satu- 
rated slopes. In LEAP-GWU-2015 (Manzari et al., 2018), six international institu- 
tions set up the model to be identical in density of the model ground and input 
motion in prototype scale and conducted centrifuge tests. The model ground con- 
sisted of a uniform sand layer of Ottawa F-65 sand, with a depth of 4 m in the 
middle, a length of 20 m, and a slope of 5 degrees (Fig. 1.1). As reported in Kutter 
et al. (2018), the strong correlation in the results prompted the development of a 
large-scale database for centrifuge modeling. 

Then the LEAP-UCD-2017 had been initiated and produced a sufficient number 
of tests and obtained the mean response of a specific sloping sand deposit (Kutter 
et al., 2020a). In their exercise, in 9 different international centrifuge facilities, 24 
centrifuge experiments were conducted with various densities of the ground and 
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Fig. 1.1 Dimensions of the model and sensor position when shaken (a) parallel and (b) perpen- 
dicular to the centrifuge rotation axis. (After Kutter et al., 2018) 
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peak ground acceleration (PGA) while keeping the same geometry as in the previ- 
ous exercise. As the results, clear and consistent trends were found among the den- 
sity of the ground, the input PGA, and the residual surface ground displacements. 

Following the successful exercises, LEAP-ASIA-2019 set two objectives: (1) to 
validate the “generalized scaling law” (Iai et al., 2005) and (2) to increase the 
amount of experimental data to supplement the existing database developed by the 
“LEAP-UCD-2017.” Therefore, the model ground in prototype scale was intended 
to have the same geometries to that used in UCD-2017 (Fig. 1.1). With a new data 
set from 24 centrifuge tests in total (Table 1.1) from 10 international institutes, the 
previously observed results are expected to be confirmed and extended. 


Table 1.1 Scaling factors employed in each institute 


Achieved 
Centrifuge acc Virtual 1G, p | Centrifuge, n 
Test [1] [2] [3] 
Type Institute | Test ID G 
A CU CU2 (2017) 40.0 1.0 40.0 
Ehime Ehime2 (2017) 40.0 1.0 40.0 
IFSTTAR | IFSTTAR A 50.0 1.0 50.0 
Al1 
KAIST |KAIST_A A11 | 40.0 1.0 40.0 
KyU KyUA A1 1 44.4 1.0 44.4 
KyU KyUA A21 44.4 1.0 44.4 
NCU NCU_A_Al 1 26.0 1.0 26.0 
RPI RPL A A11 23.0 1.0 23.0 
UCD UCDAAI11 43.8 1.0 43.8 
UCD UCDA A21 43.8 1.0 43.8 
ZJU ZJUAAII 30.0 1.0 30.0 
TIT TIT A A11 44.4 1.0 44.4 
TIT TIT A A2 1 44.4 1.0 44.4 
B CU CUABII 71.6 0.5 80.0 
Ehime Ehime A B1 1 20.0 2.0 20.0 
IFSTTAR | IFSTTAR A 25.0 2.0 25.0 
B11 
KAIST | KAISTA B11 | 26.7 1.5 26.7 
KyU KyU A B1 1 22.2 2.0 22.2 
KyU KyU A B1 2 11.1 4.0 11.1 
KyU KyUA B21 22.2 2.0 22.2 
NCU NCUA B1 1 13.0 2.0 13.0 
RPI RPLA B1 1 46.0 0.5 46.0 
UCD UCDA B1 1 21.9 2.0 21.9 
ZJU ZJUA B11 15.0 2.0 15.0 
TIT TIT A B1 1 22.2 2.0 22.2 
TIT TIT A B21 22.2 2.0 22.2 
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In LEAP-ASIA-2019, as described later in detail, each institute conducted at 
least two tests: one applying conventional scaling laws (Model A) and the other 
applying GSL (Model B). 


1.3 Generalized Scaling Law 


With the development of computer technology, numerical analysis has come to be 
commonly used in the design of civil structures. Although numerical analysis can be 
used to analyze even hypothetically large structures, the results must be verified. 
Therefore, there is a growing need to verify the validity of numerical analysis 
through model experiments. Iai et al. (2005) applied a two-step similitude (Table 1.2) 
that combines a 1-g scaling law (Iai, 1989) and a centrifugal scaling law and found 
that it is possible to reproduce the behavior of a large prototype with a small cen- 
trifugal model, which was previously unfeasible. They name it the "generalized 
scaling law (GSL)" in dynamic centrifuge modeling. 

In a physical model test, the scaling factor is given in general form by selecting 
the basic physical properties as independent and deriving the scaling factors for the 
other properties by the governing equations of the analytical system. In the GSL, the 
"two steps" scaling law, a centrifuge model is considered as a scaled model of a 1-g 
model test. Figure 1.2 illustrates the concept of the generalized scaling law 
(Fig. 1.2b), where the prototype is scaled down via the scaling law of the virtual 1-g 
model test with a scale factor of 7 > 1. In the GSL, as shown in column (3) in 
Table 1.2, the geometrical scaling factor (p) in the 1-g test and the scaling factor (n) 
in the centrifuge test are multiplied to obtain a scaling factor for GSL A = pn. 

Now, for both CU (Cambridge University) and RPI (Rensselaer Polytechnic 
Institute), the geometrical scaling factor for 1-g model was selected to be less than 


Table 1.2 List of the scaling factors in physical model testing (Iai et al., 2005) 


(1) Scaling factors for | (2) Scaling factors for (3) Generalized scaling 

1 g test centrifuge test factors 
Length H n un 
Density 1 1 1 
Time TS n T 
Frequency ee 1/n yp 97m 
Acceleration | 1 1/ 1/ 
Velocity pos 1 y0-75 
Displacement | i? "n pen 
Stress H 1 H 
Strain ja 1 ji 
Stiffness y 1 jo 
Permeability | p??? n pen 
Pore pressure | u 1 u 
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Fig. 1.2 Concept of the generalized scaling law: (a) conventional centrifuge scaling law (Model 
A) and generalized scaling law for (b) u > 1 and (c) u < 1 (Model B) 


1 (u < 1), in which a size of the prototype is virtually increased as shown in Fig. 1.2c. 
Scaling up the 1-g model larger than the prototype and down to the centrifuge model 
is theoretically admissible. However, although it is theoretically feasible, its practi- 
cality is unknown. If verified, this could stretch the boundaries of centrifuge 
experiments. 

To validate the GSL, physical parameters in prototype scale of Model A con- 
verted by the conventional centrifuge scaling law [e.g., u = 1, 7 = 50] are compared 
with those of Model B obtained by multiplying the generalized scaling factor [e.g., 
Hu22,9225]. 


1.3 Initial Conditions of the Model 


As mentioned earlier, LEAP-ASIA-2019 required institutions to develop two mini- 
mum model tests. One is Model A, which is a model constructed using the conven- 
tional centrifuge scaling laws (Fig. 1.2a). The other, Model B, is the same prototype 
as Model A, but scaled by applying the GSL (Fig. 1.2b). Model A is built by the 
same procedures taken in LEAP-UCD-2017. Depending on the direction of excita- 
tion relative to the centrifuge rotation axis, a model was constructed, as shown in 
Fig. 1.1. Model B is built so that the viscosity of the pore fluid is the same as for 
Model A in the prototype scale, and the input PGA is adjusted when shaken. The 
two models are outlined below. 


Model A: Same model as LEAP-UCD-2017 to fill gaps in the existing database. 
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Model B: A model for validation of the GSL. The same geometry as Model A with 
adjusted viscosity and input PGA in prototype scale. 


Although the target input acceleration was a tapered sine wave of 1 Hz, it is 
important to note that the measured motion is contaminated with a variety of high- 
frequency components originating from characteristics of shaking table in each 
institute. Therefore, in order to standardize the PGA for each test and considering 
the relatively small effect of the high-frequency component on the model behavior, 
the concept of effective PGA “PGA.” was used in this project (as a first approxima- 
tion). Equation 1.1 defines PGA. (Kutter et al., 2020b). Here, “PGAj,” denotes the 
filtered 1 Hz component of PGA, while “PGA,” represents the contaminated 
higher-frequency components. 


PGA,, = PGA n, + 0.5x PGA,, (1.1) 


1Hz 
As an example, Fig. 1.3 depicts the filtered 1 Hz wave, filtered high-frequency 
wave, and a wave of the measured base acceleration of the model KyU A AI 1. 
For each test, different destructive and non-destructive motions were applied to the 
model; however, this paper reports the results of only the first destruction motion. 
Responses to other input motions can be described in the associated paper. 


Isolated 1 Hz Signal | | PGA Eff. 0.248 


Isolated High Frequency 
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Fig. 1.3 Decomposition of the input acceleration to derive PGA. (top) filtered 1 Hz motion, 
(middle) filtered higher frequency, and (bottom) recorded base motion (KyU-A1). (Tobita 
et al., 2022) 
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Summary of Tests Developed for LEAP-UCD-17 and LEAP-ASIA-19 
LEAP ASIA 2019 
0.4+ + m LEAP UCD 2017 |. 
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* Updated Dr-CPT correlation was used. D d (%) 


Fig. 1.4 Dr q.(2.0 m) and PGA.» ranges covered by LEAP-UCD-2017 and LEAP-ASIA-2019. 
(Tobita et al., 2022) 


Figure 1.4 compares the initial conditions addressed in the LEAP-UCD-2017 
and LEAP-ASIA-2019 series, namely, the PGA, and relative density ranges. As 
mentioned earlier, one of the goals of LEAP-ASIA-2019 was to supply and add data 
to the database developed by the LEAP-UCD-2017 and to identify trends in 
Dr-PGA, combinations. In Fig. 1.4, it can be seen that the PGA, varies from 0.1 g 
to 0.4 g, and the relative density Dr_g.(2.0 m) varies from 45 to 85%. Their values 
assigned to each laboratory can be found in Tables 1.3a and 1.3b, where Dr. q,(2.0 m) 
is the relative density obtained through the correlation with tip resistance of CPT at 
a depth of 2 m. Note that in LEAP-UCD-2017, the CPT test results have been shown 
to be reliable (compared to estimates of mass and volume measurements) in esti- 
mating ground uniformity and the associated dry density, although they are indirect 
measurements (Vargas, 2020). Table 1.3c summarizes the surface lateral displace- 
ments for each of the tests for the first destructive motion. Detailed discussion will 
be made in Sect. 1.4.4. 

Kutter et al. (2018) found that tip resistance at medium depth (i.e., 2.0 m) showed 
good correlation with the relative density of the ground. Hence, based on LEAP- 
UCD-2017, the parameter q. (2.0 m) was used in the linear correlation with the dry 
density (Carey et al., 2020). As noted by Bolton et al. (1999) and Kutter et al. 
(2020b), values are influenced by container width “w” and CPT rod diameter (pro- 
totype scale *Dc"). Here, three correlations depending on the container size are 
derived: narrower containers (w/Dc = 20-25), deeper models (z/Dc = 11.0—-14.5), 
and shallow models (z/Dc = 6.7—8.3). Vargas (2020) updated the correlations to 
include the results obtained in LEAP-ASIA-2019 and found that the power-type 
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correlations fit well with the results achieved (see Eq. 1.2). Figure 1.5 shows the 
updated correlations for the three different test conditions. 

In this paper, the relative density "Dr q,(2.0 m)" was derived by the updated cor- 
relation equation, Eq. (1.2), by setting pg_max = 1757 (kg/cm?) and p, max = 1492 (kg/ 
cm?) (Carey et al., 2020). 


pı =a(q,(2.0m))  (kg/cm) (1.2) 


Figures 1.6, 1.7 and 1.8, respectively, show the initial conditions, Dr_g.(2.0 m), 
PGA,;, and viscosity, achieved in each institute. Figure 1.6 shows that the differ- 
ence in relative density between Model A and Model B is less than 5%. From 
Figs. 1.6 and 1.7, it is noticed that, for CU and IFSTTAR, severe and difficult testing 
conditions were assigned with much low densities and high input PGA. 

For the validation of the GSL, the diffusion process of excess pore pressure 
should also match in the prototype scale. Therefore, the pore fluid viscosity must be 
properly scaled. Methylcellulose solutions are common in centrifuge modeling and 
were also used in this study (Adamidis & Madabhushi, 2015; Stewart et al., 1998). 
Each institute was asked to carefully measure the viscosity of the pore fluid because 
itis known to be sensitive to fluid temperature. Some laboratories used cup-and-bob 
viscometers for the measurement, while others used capillary or oscillating viscom- 
eters. Figure 1.9 compares the achieved viscosities of the pore fluid of Model A and 
Model B. Both are judged to be in good agreement. 


1.4 Test Results 


1.4.1 Penetration Resistance 


To measure the stiffness and strength of the ground, the small CPT developed for 
LEAP-UCD-2017 (Kutter et al., 2020a) was used in most tests. In the penetration 
resistance profiles shown in Figs. 1.10a and 1.10b, CPT1 is the CPT tip resistance 
measured before the first shaking, CPT2 was measured after the first excitation (and 
before the second), and CPT3, if plotted, corresponds to before the third excitation. 
Tip resistances of IFSTTAR, UCD, and ZJU slightly increase after shaking. In other 
institute, the increments are insignificant. The profiles of CU, IFSTTAR, NCU, and 
ZJU whose Dr. q,(2.0 m) is less than approx. 60% show, as expected, low resistance. 

CPT tip resistance increases with depth in the range of 5-15 MPa in this study. 
Figure 1.11 compares q. value. The q. values of Models A and B show good agree- 
ments at shallow depths, and the divergence becomes more pronounced with depth. 
Figure 1.12 shows that Model B tends to slightly overestimate the tip resistance at 
all depths. 
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Fig. 1.5 Relationship between the dry density p, and the CPT tip resistance q. at 2.0 m with data 
from LEAP-UCD-2017 and LEAP-ASIA-2019: (a) narrow models (w/Dc = 20-25), (b) deep mod- 
els (z/Dc = 11.0-14.5), and (c) shallow models (z/Dc = 6.7-8.3) 
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Fig. 1.7 Effective PGA, of the first destructive motion. Sorted by the order of Dr q,(2.0 m) 
(Fig. 1.6). (Tobita et al., 2022) 
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Fig. 1.8 Achieved viscosity of pore fluid. Sorted by the same order of Dr q,(2.0 m) (Fig. 1.6) 
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Fig. 1.9 Comparison of the achieved viscosity for Models A and B 
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Fig. 1.10b All CPT profile for Model B. (Tobita et al., 2022) 
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Fig. 1.11 CPT tip resistance measured at the specified depth. Sorted by the same order of 
Dr. q.(2.0 m) (Fig. 1.6). (Tobita et al., 2022) 


1.4.2 Response of Acceleration 


Figures 1.13a (Model A) and 1.13b (Model B) plot all the acceleration time histories 
for the center column (AH1-AHA4) and the average of the two lower time histories 
(AH11 and AH12). Before conducting the Model B test, calibration of the shaker 
was made in each institute to have the identical input motion with Model A in pro- 
totype scale. Figures 1.14a and 1.14b show better agreements on the PGA,« 
(Fig. 1.14b) than the measured PGA (Fig. 1.14a) between Models A and B. This 
indicates that the identical input motions in terms of PGA. were input in both mod- 
els for each institute. 

Response acceleration varies with the input seismic motion and soil density. In 
the records at shallow depth, dilatancy spikes can be seen, which might be caused 
by the gradual ground movement in the downstream direction. KAIST A AI 1 
and KAIST A BI 1, in which higher Dr q.(2.0 m) and larger PGA, were given, 
show good agreements between two models. Also, NCU and ZJU show good 
agreements. 

Time histories of acceleration response of Models A and B depicted in Fig. 1.15a 
for higher target density and higher PGA, for KyU experiment (Tables 1.3a and 
1.3b) show dilatancy spikes in common in the record shallower than 2.5 m (AH2), 
and their wave shapes at the same depth are quite similar. On the other hand, in time 
histories of acceleration response depicted in Fig. 1.15b for lower target density and 
lower PGA. for KyU experiment, dilatancy spikes appear only on the record of 
AH4 in Model B. As shown in the figure, the larger input acceleration amplitude of 
Model B may have caused this difference. It should be noted that due to the 
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Fig. 1.12 Comparison of CPT tip resistance measured at the specified depth. (Tobita et al., 2022) 
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Fig. 1.13a All records of measured acceleration for Model A. (Tobita et al., 2022) 
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Fig. 1.14 Consistency of the input PGA for Models A and B: (a) measured PGA and (b) pro- 
cessed PGA. (Tobita et al., 2022) 


characteristics of the shaking table, a given acceleration level may not be achieved 
in the designated centrifugal field. 

As mentioned in Sect. 1.2, 1-g scaling factor employed in RPI experiment is 
p = 0.5 < 1, in which a virtual 1-g model is twice as large as a prototype. As shown 
in Fig. 1.16, response accelerations of Models A and B have some similarities 
except for the record of AHI. Response acceleration of AH! of Model B shows 
dilatancy spikes which is not clearly appearing in the record of Model A. 
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Fig. 1.15 Comparison of response acceleration for Models A and B for KyU experiments: (a) 
higher and (b) lower PGA. and Dr. q.(2.0 m) series 


1.4.3 Response of Excess Pore Water Pressure 


Figure 1.17a, b plots all records of the excess pore water pressures. In each plot, the 
first half is representing the excess pore pressure buildup during excitation period, 
and the second half is those during dissipation period. Figure 1.17a shows that the 
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Fig. 1.16 Measured acceleration records of RPI experiment which employed the 1-g scaling fac- 
tor u = 0.5 < 1 for Model B 
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Fig. 1.17a All records of excess pore water pressure measurements for Model A. (Tobita 
et al., 2022) 


excess pore water pressure in the downstream lower corner may not have reached 
the initial effective stress. Both Figs. 1.17a and 1.17b show that the records 
IFSTTAR A AI 1l, KAIST Al 1l, KYU AI 1, and ZJU A1 1 have dilatancy 
spikes in the negative direction. For medium-density soils with moderate PGA,, 
dilatancy spikes tend to be smaller as in KyU and UCD. For loose ground, records 
of CU. A BI 1 show small spikes. 

Figure 1.18 shows results of KyU experiments and compares the response of 
excess pore water pressure. Figure 1.18a is the case with relatively higher PGA cy 
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Fig. 1.17b All records of excess pore water pressure measurements for Model B. (Tobita 
et al., 2022) 


and Dr. q,(2.0 m) series, while Fig. 1.18b is for lower case. As in Fig. 1.18a, both in 
Models A and B, the curves of buildup and dissipation phase show a relatively good 
match. However, as shown in Fig. 1.18b, no negative spikes are seen in the buildup 
phase. This is, as mentioned earlier, due to the difference in the input acceleration 
amplitude (Fig. 1.15b). 

Figure 1.19 compares results obtained by RPI experiments which employed the 
l-g scaling factor u = 0.5 < 1. The responses are similar as shown in the figure. This 
demonstrates the applicability of the GSL even with the 1-g scaling factor less 
than unity. 

The maximum excess pore pressure ratios of P1 to P4 are compared in Fig. 1.20. 
The maximum excess pore pressure is almost | in most of the tests, except for CU, 
IFSTTAR, ZJU, and KAIST, which have low density or large PGA. As for the sec- 
ond round of tests developed at Kyoto University, a significant difference was found 
in the excess pore water pressure ratio (i.e., KyU. A. A2 1 and KyU A B2 I), 
despite having similar Dr. (56% and 58%, respectively) and PGA, (0.118 and 
0.126, respectively) values. At this facility, it has been found that for “small” PGA 
levels at a “low” gravity level, a significant increase in the high-frequency contents 
of the input acceleration (i.e., additional high-frequency components are induced in 
Model B than in Model A) was induced by the shaking table, causing significant 
differences in the PGA values (0.134 and 0.163, respectively), when similar PGA. 
values are achieved. From this, if the acceleration record is contaminated with high- 
frequency components of relatively large amplitudes, the definition of PGA, might 
need to be modified to better represent the demand; however, further research is 
required to clarify this point. One of the possible causes of this excessive high- 
frequency amplitude might be due in part to the vertical component induced by the 
rocking motion at large cyclic amplitude under lower centrifugal accelerations. This 
is a known restriction of a shaker, and in some institute, its use at low centrifugal 
acceleration is prohibited. 
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Fig. 1.18 Comparison of excess pore water pressure responses of Models A and B in the KyU 
experiments: (a) higher and (b) lower PGA,; and Dr. q,(2.0 m) series 


Figure 1.21 compares the max. Excess pore water pressures measured at differ- 
ent depths. While a consistent relationship is observed, some tests are far from a 
one-to-one relationship. 
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Fig. 1.19 Measured excess pore water pressure records of RPI experiment which employed the 
1-g scaling factor u = 0.5 < 1 for Model B 
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Fig. 1.20 Comparison of the excess pore water pressure ratio for Models A and B. Sorted by the 
same order with Dr q.(2.0 m) (Fig. 1.6). (Tobita et al., 2022) 
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Fig. 1.21 Comparison of the maximum excess pore pressure ratios for Models A and B. (Tobita 
et al., 2022) 
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Fig. 1.22a Displacement vectors at the location of markers — after the first destructive motion for 
Model A. (Tobita et al., 2022) 


1.4.4 Response of Ground Surface Deformation 


The surface displacements of the markers after the first destructive motion are sum- 
marized in Table 1.3c, and are plotted in Figs. 1.22a and 1.22b for Models A and B, 
respectively, with arrows. As expected, soft ground (Dr q.(2.0 m) < 55%) (CU, 
ZJU) and large PGA. (PGA. = 0.35) (IFSTTAR) resulted in large displacements 
(about 300—600 mm). Figure 1.23 compares the lateral displacements averaged over 
all markers in Models A and B. Figure 1.24 shows the displacement in the x-, y-, 
and z-directions. When the displacement in the x-direction is large (more than 
250 mm for Model B), a large discrepancy between the displacement of Model A 
and Model B is observed, indicating the limit of GSL application. Care should be 
taken when applying the GSL in such severe cases. Interested reader should refer to 
Tobita et al. (2022) for discussion on the limitation of the GSL. Displacements in 
y-direction show small fluctuation. This appears to be a random error that occurred 
during the model construction and measurement process. On settlement (negative 
values in the z-direction), agreements for Models A and B can be seen. 
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Fig. 1.22b Displacement vectors at the location of markers — after the first destructive motion for 
Model B. (Tobita et al., 2022) 
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Fig. 1.23 Lateral displacements of Models A and B (average of all markers) after the first destruc- 
tive motion. Sorted by the order of Dr_q.(2.0 m) (Fig. 1.6). (Tobita et al., 2022) 


1.5 Updated Correlation among 
Dr_q.(2.0 M), PGA. and U, 


Kutter et al. (2020b) found that in lateral spreading, residual surface displacement 
is primarily a function of the intensity of shaking and the relative density of the 
sand; indeed, based on the LEAP-UCD-2017 results, a good correlation was 
obtained between these three variables. The three variables for a better agreement 
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Fig. 1.24 Residual displacements for Models A and B: (a) x-, (b) y-, and (c) z-directions. (Tobita 
et al., 2022) 
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Fig. 1.25 Updated Dr q,(2.0 m)-PGA,-U, correlations based on 17 tests in LEAP-UCD-2017 
and 17 tests in LEAP-ASIA-2019 (results of Model B are included). (Tobita et al., 2022) 


are “U,” for residual displacement averaged over the two central markers, PGA. 
for shaking intensity, and Dr q,(2.0 m) for density of the ground. 

This correlation is based on the curve proposed by Yoshimine et al. (2006) to 
estimate the maximum shear strain generated and the factors of safety against lique- 
faction proposed by Idriss and Boulanger (2008). The equation of the regression is 
shown in Eq. (1.3) (Kutter et al., 2018). 


nm 


(D, _¢, (2.0m) - 0.125)" +0.05 
1.3PGA,, 


(1.3) 


where bi, b», nı, and n; are the regression parameters. 

Based on the results of LEAP-UCD-2017 and LEAP-ASIA-2019, the correlation 
equation is updated to incorporate and build a reliable and large-scale database for 
centrifuge model. Figure 1.25 shows a surface plot of Eq. (1.3) with the values for 
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a median response b, = 1.756, b; = 100, n, = 4, and n; = 3.245 derived from the 
entire LEAP-UCD-2017 and LEAP-ASIA-2019 experimental data (Vargas, 2020). 
In addition to some tests being out of trend (considered outliers and excluded), a 
significant improvement in the correlation can be observed with the R? value increas- 
ing from 0.75 (LEAP-UCD-2017 data only) to 0.90 (this study). 


1.6 Conclusions 


Following the LEAP-UCD-2017, centrifuge model tests with a wider range of input 
conditions were conducted at ten institutions in LEAP-ASIA-2019. In addition to 
the conventional centrifuge model test (Model A), a model test (Model B) was con- 
ducted to validate the generalized scaling law. This was the first multi-institutional 
attempt to validate a generalized scaling law for saturated sandy slope deposits 
under a wide range of initial conditions. A detailed discussion is expected to be 
provided by the associated papers from each institute. A brief overview of test 
results from each institute is presented here so that the reader can locate the results 
of interest. 

The correlation between tip resistance and initial relative density of the ground 
at 2.0 m deep was updated by using a power-type correlation, which depends on the 
size of the container and the diameter of the rod. This is because the achieved value 
of q. (2.0 m) was found to be strongly influenced by the distance from the boundary 
and the diameter of the rod. 

Based on the results obtained in LEAP-UCD-2017 and LEAP-ASIA-2019, the 
correlation surface between Dr. q,(2.0 m), PGA,q, and U,. was updated to incorpo- 
rate new findings and build a reliable large-scale centrifuge model database. As a 
result, the correlation was greatly improved with a fit coefficient R? of 0.90. 

One facility reported that for “small” PGA levels at a “low” gravity level, the 
high-frequency component of the input acceleration is significantly increased by the 
shaking table, resulting in large differences in PGA values even when similar PGA .¢; 
values are obtained. One of the causes of this excessive high-frequency amplitude 
may be partially due to the vertical component, which induces oscillatory motion 
with a large periodic amplitude at low centrifugal acceleration of the shaking. 

When the displacements in the x-direction (down slope direction) are larger, say 
more than 250 mm in Model B, because of low density and high PGA, significant 
discrepancies between Models A and B were found. This is considered to indicate 
the limitation of GSL, and caution should be exercised when applying GSL under 
such severe conditions. 
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Abstract This chapter presents a summary of the calibration exercises (i.e., ele- 
ment test simulations) submitted by nine numerical simulation teams that partici- 
pated in the LEAP-ASIA-2019 prediction campaign. The standard sand selected for 
the campaign is Ottawa F-65, and researchers have developed several efforts to 
increase the database of laboratory tests to characterize the physical and mechanical 
properties of this sand (Carey TJ, Stone N, Kutter BL, Grain Size Analysis and 
Maximum and Minimum Dry Density of Ottawa F-65 Sand for LEAP-UCD-2017. 
Model tests and numerical simulations of liquefaction and lateral spreading: LEAP- 
UCD-2017. Springer, 2019; El Ghoraiby MA, Park H, Manzari MT. Physical and 
mechanical properties of Ottawa F65 sand. In: Model tests and numerical simula- 
tions of liquefaction and lateral spreading: LEAP-UCD-2017, Springer, 2019; Ueda 
K, Vargas RR, Uemura K, LEAP-Asia-2018: Stress-strain response of Ottawa sand 
in Cyclic Torsional Shear Tests, DesignSafe-CI [publisher], Dataset, https://doi. 
org/10.17603/DS2D40H, 2018; Vargas RR, Ueda K, Uemura K, Soil Dyn Earthq 
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Eng 133:106111, 2020; Vargas RR, Ueda K, Uemura K, Dynamic torsional shear 
tests of Ottawa F-65 Sand for LEAP-ASIA-2019. Model tests and numerical simu- 
lations of liquefaction and lateral spreading: LEAP-ASIA-2019, Springer, 2023). 
The objective of this element test simulation exercise is to assess the performance 
of the constitutive models used by the simulation teams for simulating the experi- 
mental results of a series of undrained stress-controlled cyclic torsional shear tests 
on Ottawa F-65 sand for two different relative densities (Dr = 50% and 60%) (Ueda 
K, Vargas RR, Uemura K, LEAP-Asia-2018: Stress-strain response of Ottawa sand 
in Cyclic Torsional Shear Tests, DesignSafe-CI [publisher], Dataset, https://doi. 
org/10.17603/DS2D40H, 2018; Vargas RR, Ueda K, Uemura K, Soil Dyn Earthq 
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tests of Ottawa F-65 sand for LEAP-ASIA-2019. Model tests and numerical simula- 
tions of liquefaction and lateral spreading: LEAP-ASIA-2019, Springer, 2023). The 
simulated liquefaction strength curves demonstrate that majority of the constitutive 
models are capable of reasonably capturing the measured liquefaction strength 
curves both for Dr = 50% and 60%. However, the simulated stress paths and stress- 
strain relationships show some differences from the corresponding laboratory tests 
in some cases. 
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2. Introduction 


The LEAP-ASIA-2019 project involved nine numerical simulation teams from dif- 
ferent academic institutions and geotechnical companies from around the world; 
they participated in the modeling of some of the centrifuge model experiments per- 
formed at several research institutions. The simulation exercise consisted of the 
calibration of constitutive model parameters, Type-B predictions, and Type-C pre- 
dictions. This chapter presents an overview of the results of the first phase (1.e., 
model calibration) of this exercise. The main objective of this phase was to provide 
the numerical simulation teams with the opportunity to calibrate their constitutive 
models, which will be used in the Type-B simulations, using the results of cyclic 
shear tests performed on Ottawa F-65 sand during the LEAP-2019 project. 

For the calibration phase of constitutive models, a series of hollow cylinder tor- 
sional shear tests were performed at Kyoto University (KyU) for Ottawa F-65 sand 
with a relative density (Dr) of 5096 and 6096 under an initial effective confining 
stress of 100 kPa. Also, direct simple shear tests were performed at George 
Washington University (GWU) for Dr = 71% under an initial effective vertical 
stress of 100 kPa and Dr = 69% under 40 kPa. 

The element tests mentioned above provided new datasets that complement the 
monotonic and cyclic triaxial shear tests reported by Vasko (2015) and Vasko et al. 
(2018), monotonic and cyclic simple shear tests by Bastidas (2016) and Bastidas 
et al. (2017), and cyclic triaxial tests by El Ghoraiby and Manzari (2018) and El 
Ghoraiby et al. (2019). These tests were previously made available to the numerical 
simulation teams that participated in the numerical simulation of the LEAP-2017 
project. The new datasets were made available to all the numerical simulation teams 
that participated in the LEAP-2019 project via DesignSafe, as described below. 

The timeline for this calibration phase of the LEAP-2019 project was as follows: 


1. All the element test data were made available on DesignSafe to the numerical 
simulation teams by December 5, 2018. These are as follows: 


* LEAP-2015 GWU Laboratory Tests: https://doi.org/10.17603/DS2TH7Q 

* LEAP-2017 GWU Laboratory Tests: https://doi.org/10.17603/DS2210X 
(cyclic triaxial shear tests for Dr = 71%, 87%, and 97% at GWU). 

* LEAP-2018 GWU Cyclic Simple Shear: https://doi.org/10.17603/DS2HX3H 
(cyclic direct simple shear tests for Dr = 71% and 69% at GWU). 

* LEAP-2018 KyU Cyclic Torsional Shear: https://doi.org/10.17603/DS2D40H 
(cyclic torsional shear tests for Dr 2 5096 and 6096 at KyU). 
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2. The participating teams were requested to simulate a selected number of the 
provided test data and liquefaction strength curves that were obtained from 
cyclic direct simple shear tests and cyclic torsional shear tests. The critical tests 
to be simulated were the cyclic torsional shear test for Dr = 50% and 60% (under 
an initial effective confining stress of 100 kPa). It was required to compare the 
simulated stress paths and stress-strain responses to the experimental results 
reported by KyU. If time allowed, it was desirable to show the validity of 
constitutive models for the other experimental results having higher relative den- 
sities. The numerical simulation team submitted the results of their element test 
simulations and comparisons with those of the provided element tests in the form 
of a detailed report by January 11, 2019. 


2.2 The Numerical Simulation Teams 


Table 2.1 shows the numerical simulation teams who submitted their calibration 
reports and participated in the Type-B simulation exercise. The constitutive model 
and the analysis platform used by each numerical simulation team are also listed in 
the table. Mode-detailed information of each constitutive model and the numerical 
simulation techniques used by each simulation team are provided in separate papers 
(Tanaka et al., 2023; Hyodo & Ichii, 2023; Fasano et al., 2023; Qiu & Elgamal, 
2023; Elbadawy & Zhou, 2023; Reyes et al., 2023; Wang et al., 2023). 


2.3 Results of the Element Test Simulations 


Figures 2.1, 2.2, 2.3 and 2.4 show a detailed comparison of the numerical simula- 
tions of the undrained cyclic torsional shear tests on Ottawa F-65 sand for Dr = 50% 
with different cyclic stress ratios (i.e., CSR = 0.19, 0.15, 0.13, and 0.10). The 


Table 2.1 Numerical simulation teams 


No. | Numerical simulation team Constitutive model Analysis platform 
1 Kyoto university ] Cocktail glass model | FLIP ROSE 
2 (two different predictors) 

3 FLIP consortium Cocktail glass model FLIP ROSE 
4 | Tokyo electric power services Cocktail glass model FLIP ROSE 
2 | University of Naples Federico II PM4Sand model PLAXIS 

6 | University of Washington PM4Sand model OpenSees 

T | University of California, san Diego PDMY02 model OpenSees 

8 Zhejiang university PDMY02 model | OpenSees 

9 CPSP model 
10 University of British Columbia SANISAND model FLAC3D 
ET Tsinghua University CycLiqCP model OpenSees 
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Fig. 2.1 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 50%, CSR = 0.19. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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simulations are labeled Simulations 1 to 11. The numbers refer to the order of the 
simulation teams in the table presented above. The numerical simulation teams 1 
and 2 belonging to the same organization used the same analysis platform with the 
same constitutive model, but they are distinguished because they carried out the 
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Fig. 2.2 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 50%, CSR = 0.15. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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calibration independently. It is also noted that the same predictor performed 
Simulations 8 and 9, but they are distinguished because different constitutive mod- 
els were used in the simulations. Figures 2.5, 2.6, 2.7, 2.8 and 2.9 show a similar 
comparison of the numerical simulations of the undrained cyclic torsional shear 
tests for Dr = 60% with different cyclic stress ratios (1.e., CSR = 0.20, 0.18, 0.15, 
0.13, and 0.12). The numerical simulation team 3 did not submit simulations for Dr 
= 60% with CSR of 0.12. 
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Fig. 2.3 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 50%, CSR = 0.13. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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A review of Figs. 2.1, 2.2, 2.3, 2.4, 2.5, 2.6, 2.7, 2.8 and 2.9 indicates the follow- 
ing trends: 


1. The majority of the constitutive models are capable of reasonably capturing the 
overall trends of the measured time histories of excess pore pressure ratio and 
shear strain, effective stress paths, and stress-strain responses both for Dr = 50% 
and 6096. 
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Fig. 2.4 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 50%, CSR = 0.10. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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2. Simulations 1—4: Since the constitutive model and the analysis platform are the 
same, the simulated results are similar to some extent. However, different 
responses are observed depending on the model parameters; there are many 
cases where the effective stress path does not reach the origin (i.e., complete 
liquefaction) in Simulations 1 and 2, but it almost reaches the origin in 


Simulations 3 and 4. 
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Fig. 2.5 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 60%, CSR = 0.20. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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3. Simulations 5 and 6: Since the analysis platforms are different but the constitu- 
tive model is the same, the overall response tendency is very similar. The time 
history of the simulated excess pore water pressure shows that the pressure tends 
to rise rapidly at a certain stage, while it is relatively slow in the early stage of 
loading. This trend can also be seen in the simulated effective stress path. 

4. Simulations 7 and 8: Although the constitutive model and the analysis platform 
are the same, the time history of the simulated excess pore water pressure, the 
effective stress path, and the associated strain development seem to be slightly 
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Fig. 2.6 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 60%, CSR = 0.18. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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Fig. 2.7 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 60%, CSR = 0.15. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 


52 


K. Ueda et al. 


Measured 


Simulation 1 Simulation 2 Simulation 3 
20 
104 
0 4 
-104 
-204 


Simulation 4 


Simulation 5 Simulation 6 Simulation 7 


Shear stress (kPa) 


| Simulation 9 Simulation 10 Simulation 11 
"Tro —11 


0 25 50 75 100 1250 25 50 75 100 1250 50 75 100 1250 50 75 100 125 
Mean effective aa (kPa) 
(c) 

Measured [Simulation — | 1 Simulation 2 Simulation 3 
S i i Simulation 5 Simulation 6 Simulation 7 
<= 
[^] 
uU 
2 
D 
- 
oO 
[7] 
£ 
o imulati Simulation 9 Simulation 10 Simulation 11 


5 0 5 


dian. à T * 
10-10 -5 0 5 


u 
10-10 -5 0 5 10 


Shear strain (%) 


Fig. 2.7 (continued) 


(d) 


2 LEAP-ASIA-2019 Simulation Exercise: Calibration of Constitutive Models... 53 
Measured Simulation 1 Simulation 2 Simulation 3 
1.00 | 
0.754 | 
0.504 | 
5 0.254 | 
$ 0.00 L 
o Simulation 4 Simulation 5 Simulation 6 Simulation 7 
5 1.00 | 
wn | 
$ 0754 | 
m 0.504 | 
S 0.254 | 
2 0.00 | 
8 Simulation 8 Simulation 9 Simulation 10 Simulation 11 
x 1.00 | 
w | 
0.754 | 
0.504 | 
0.254 | 
0.00 
0 50 100 150 2000 50 100 150 2000 50 100 150 2000 50 100 150 200 


Number of cyclic loading 


a) 


-10 T 


Simulation 1 


Simulation 2 


————— 


Simulation 3 


210 ——— EE) 


> Simulation 4 
= 10 

c 4 

$ 5 

a 9j 

S 51 

[7] 

= 

[7] 


Simulation 5 


Simulation 6 


D MÀÓMÓÓÀ 


Simulation 7 


0 50 100 150 2000 


Simulation 9 


100 150 2000 


50 


Simulation 10 


50 


Number of cyclic loading 


~ 


b) 


100 150 200 0 


Simulation 11 


EL 


50 100 150 200 


Fig. 2.8 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 60%, CSR = 0.13. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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Fig. 2.9 Comparison of the numerical simulations of an undrained cyclic torsional shear test on 
Ottawa F-65 sand for Dr = 60%, CSR = 0.12. (a) Time history of excess pore pressure ratio, (b) 
Time history of shear strain, (c) Effective stress path, (d) Shear stress-shear strain relationship 
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different. This is probably due to the difference in the values of the model param- 
eters used. 


. Simulation 10: When the excess pore pressure ratio increases to 0.8-0.9, large 


shear strains are generated, which is common to other simulations. However, 
after that, the strain tends to extend relatively slowly; the strain development is 
almost linear. 

Simulation 11: As in the other simulations, the shear strain begins to develop 
when the excess pore pressure ratio exceeds 0.8-0.9. However, the development 
is not linear and tends to converge gradually; the brittle behavior, in which the 
strain increases rapidly, is suppressed compared to the other simulations. 


2.4 Liquefaction Resistance Curves 


The simulated liquefaction resistance curves for yp, = 7.5% (i.e., the number of 
cycles required to reach a 7.596 double amplitude shear strain) are compared with 
the laboratory test results in Figs. 2.10a, b for Dr = 50% and 60%, respectively. The 
following trends are observed from the curves: 


1. 


The majority of the constitutive models are capable of reasonably capturing the 
overall trends of the measured liquefaction resistance curves both for Dr = 50% 
and 60%; in particular, the liquefaction strength is accurately simulated for a 
cyclic stress ratio (CSR) of 0.149 and 0.174 for Dr = 5096 and 60%, respectively. 
Simulations 1—4: Since the constitutive model and the analysis platform are the 
same, the simulations show similar liquefaction resistance curves, although there 
are slight differences due to differences in the model parameters used. They can 
accurately simulate the experimental results even for low CSRs (i.e., a large 
number of cycles). 


. Simulations 5 and 6: Since the analysis platforms are different but the constitu- 


tive model is the same, the simulated liquefaction resistance curves are quite 
similar. The simulations are capable of reasonably simulating the experimental 
results, particularly in a relatively large CSR range. 

Simulations 7 and 8: Although the constitutive model and the analysis platform 
are the same, the simulated liquefaction resistance curves look different; 
Simulation 8 shows steeper curves than the experimental curves, although both 
Simulations 7 and 8 can simulate the measured liquefaction strength for 
20 cycles. The difference is probably due to the difference in the values of the 
model parameters used. 


. Simulation 10: The experimental curves are reasonably simulated over a wide 


range of CSRs, as in Simulations 1—4. 

Simulations 9 and 11: The simulations show steeper curves than the experimen- 
tal curves, although they can simulate the measured liquefaction strength for 
10-20 cycles. It is unclear whether this is due to the characteristic of the consti- 
tutive models or the model parameters used. 
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Fig. 2.10 Comparison of the simulated liquefaction strength curves by different numerical simu- 
lation teams with the experimental results reported by Ueda et al. (2018) and Vargas et al. (2020, 
2023). (a) Dr = 50%, (b) Dr = 60% 


2.5 Conclusions 


This chapter presented a summary of the calibration exercises (i.e., element test 
simulations) submitted by nine numerical simulation teams that participated in the 
LEAP-ASIA-2019 prediction campaign. The objective of this element test simula- 
tion exercise was to assess the performance of the constitutive models used by the 
simulation teams for simulating the experimental results of a series of undrained 
stress-controlled cyclic torsional shear tests on Ottawa F-65 sand for two different 
relative densities (Dr = 50% and 60%). These simulations demonstrate that majority 
of the constitutive models are capable of reasonably capturing the measured lique- 
faction strength curves as well as the overall trends of the stress paths and 
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stress-strain responses both for Dr = 50% and 60%. However, it appeared to be still 
left for future work to evaluate the validity of constitutive models in consideration 
of the variations in the laboratory test and/or numerical simulation results. 
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Abstract This chapter presents a summary of Type-B and Type-C numerical simu- 
lations submitted by nine numerical simulation teams that participated in the LEAP- 
ASIA-2019 prediction campaign, with the results of a selected set of centrifuge 
model tests on the seismic behavior of a uniform-density, 20-m-long, and 5-degree 
sandy slope. Time histories of response accelerations, excess pore water pressures, 
and lateral displacements at the ground surface are compared to the experimental 
results. A majority of Type-B and Type-C numerical simulations were capable of 
simulating well the experimental trends observed in the centrifuge tests; in particu- 
lar, Type-C simulations were found to capture the measured responses more accu- 
rately by adjusting the model parameters. Although it is quite challenging to 
perfectly capture all measured responses (e.g., accelerations, pore pressures, and 
displacements), the simulation exercises demonstrate that the numerical simulations 
can be further improved by accumulating high-quality experimental results as a 
database. 
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3.1 Introduction 


LEAP-ASIA-2019 project is a sequel to the LEAP-GWU-2015 project (Kutter 
et al., 2018; Manzari et al., 2018; Zeghal et al., 2018) and the LEAP-UCD-2017 
project (Kutter et al., 2019; Manzari et al., 2019a, b) that investigated the repeat- 
ability and reproducibility of centrifuge tests, the sensitivity of the experimental 
results to variation of testing parameters and conditions, and the performance and 
validity of constitutive models and numerical modeling tools in predicting the 
observed response. The goals of LEAP-ASIA-2019 are to (1) validate the “general- 
ized scaling law” for centrifuge modeling (Iai et al., 2005) on the seismic behavior 
of a liquefiable sloping ground and (2) fill the gaps of the LEAP-UCD-2017’s data 
with the aim to identify trends in the experimental results (in terms of a combination 
of Dr and PGA) and to build an experimental database for numerical modelers. 
The LEAP-ASIA-2019 project involved nine numerical simulation teams from 
different academic institutions and geotechnical companies from around the world; 
they participated in the modeling of some of the centrifuge model experiments 
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performed at several research institutions. The simulation exercise consisted of the 
calibration of constitutive model parameters, Type-B predictions, or Type-C simula- 
tions. In the first phase (i.e., model calibration), the numerical simulation teams 
were provided with a series of hollow cylinder torsional shear tests and direct sim- 
ple shear tests to calibrate their constitutive models. Ueda et al. (2023) present an 
overview of the results of the first phase. In the second phase of the simulation 
exercise, the numerical simulation teams performed Type-C or Type-B simulations 
using their constitutive models, which were calibrated in the first phase, with or 
without iterative adjustment of the model parameters. This chapter presents a sum- 
mary of key aspects of the second phase and their comparisons with the experimen- 
tal data obtained from centrifuge model tests on the seismic behavior of a 
uniform-density, 20-m-long, and 5-degree sandy slope (Tobita et al., 2022, 2023). 


3.2 LEAP-2019 Centrifuge Experiments 


As described in the Introduction, one of the objectives of the LEAP-ASIA-2019 
project is to fill the gaps in LEAP-UCD-2017's experimental data. To this end, the 
LEAP-ASIA-2019 centrifuge experiments were designed to study the lateral 
spreading of a uniform-density, 20-m-long, 4-m-deep at center, and 5-degree slop- 
ing liquefiable deposit, similar to the LEAP-GWU-2015 and LEAP-UCD-2017 
projects (Kutter et al., 2018, 2019). As illustrated in Figs. 3.1 and 3.2, the sloping 
ground was created with Ottawa F-65 sand in a rigid container. Three arrays of 
accelerometers and pore pressure transducers are placed in the central section and 
at 3.5 m away from the left- and right-side walls. In the vertical direction, the sen- 
sors were placed 1.0 m apart. Tables 3.1 and 3.2 show the specified locations of the 
accelerometers and pore pressure transducers, respectively. Also, 3D printed surface 
markers were placed on the ground surface to measure the surface horizontal 
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Fig. 3.1 Baseline schematic for LEAP-ASIA-2019 experiment for shaking parallel to the axis of 
the centrifuge (e.g., RPI, ZJU, NCU). L’ in the figure corresponds to 1/1 
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Fig. 3.2 Baseline schematic for LEAP-ASIA-2019 experiment for shaking in the circumferential 
direction of the centrifuge (e.g., UCD, KyU). L* in the figure corresponds to l/un 


Table 3.1 Positions of the accelerometers in LEAP-ASIA-2019 experiments 
Sensor AHI |AH2 |AH3 |AH4 |AH5 |AH6 |AH7 |AH8 |AH9 |AHIO 


X-pos.(m) | 0.0 0.0 0.0 0.0 -6.5 |-6.5 |-6.5 |6.5 6.5 6.5 
Depth (m) | 3.5 2:5 1.5 0.5 2.5 1.5 0.5 2.5 L5 0.5 


Table 3.2 Positions of the pore water pressure sensors in LEAP-ASIA-2019 experiments 


Sensor Pl P2 P3 P4 PS P6 P7 P8 
X-pos. (m) 0.0 0.0 0.0 0.0 —6.5 —6.5 6.5 6.5 
Depth (m) 4.0 3.0 2.0 1.0 2.0 1.0 2.0 1.0 


Transverse array 1 2 3 4 5 6 


Fig. 3.3 Surface marker locations for displacement measurement (top view) 


displacements under seismic loading. Figure 3.3 illustrates the surface marker loca- 
tions for displacement measurement (top view). 

As part of the LEAP-ASIA-2019 project, 10 institutes performed 24 centrifuge 
model tests in total (Tobita et al., 2022, 2023; Madabhushi et al., 2023; Stone et al., 
2023; Okamura & Sjafruddin, 2023; Escoffier et al., 2023; Manandhar et al., 2023; 
Vargas et al., 2023; Huang & Hung, 2023; Korre et al., 2023; Ma et al., 2023). Since 
another aim of the LEAP-ASIA-2019 project is to validate the “generalized scaling 
law” for centrifuge modeling (Iai et al., 2005) as noted in Introduction, 11 model 
tests applied the conventional centrifuge scaling law (hereafter called “Model A”), 
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Table 3.3 Summary of centrifuge experiments, Model A in LEAP-ASIA-2019 


fesbeace Density | Dr | Virtual | Centrif | PGAeff | Avg. disp. | Shaking 


(kg/m?) | (%) | 1G, M | uge, Tl (g) (mm) direction 
IFSTTAR A Al 1 1645 62 1 50 0.348 550.00 Axial 
KAIST_A Al 1 1716.55 87 1 40 0.287 33.93 Axial 


NCUAAII 


Table 3.4 Summary of centrifuge experiments, Model B in LEAP-ASIA-2019 


Test casé Density | Dr | Virtual | Centrif | PGAeff | Avg. disp. | Shaking 


(kg/m?) | (%) | 1G,H | uge, (g) (mm) direction 

CU A BI I 1606 | 47 0.5 80 : Tangential 
Ehime A Bl 1 1650.8 64 2 20 0.158 56.57 Axial 
IFSTTAR A B1 1 1645 62 2 25 0.405 777.82 Axial 


KAIST A B1 1 | 1720.6 ; ! Axial 
KyU A BI 2 : : : Tangential 


NCU A BI I ] ; Axial 


UCDABI I . ! : Tangential 
ZJU_A B1 1 1632.7 57 2 15 0.271 678.82 Axial 


while 13 model tests did the “generalized scaling law” (hereafter called “Model 
B"). Tables 3.3 and 3.4 show a summary of the centrifuge experiments “Model A” 
and “Model B,” respectively, selected for the LEAP-ASIA-2019 Type-B or Type-C 
simulations. The table lists the main characteristics of each experiment: the reported 
achieved soil density, relative density, combinations of the virtual 1G scaling factor 
p and centrifuge scaling factor n, input acceleration levels (i.e., PGA. (Kutter et al., 
2018, 2019)), and observed horizontal displacements (average value) at the ground 
surface after shaking. 


3.3 Type-B/Type-C Numerical Simulations 


The second phase of the simulation exercise consisted of Type-B or Type-C numeri- 
cal simulations of centrifuge model tests that were conducted as part of the LEAP- 
ASIA-2019 centrifuge modeling campaign. Table 3.5 shows the numerical 
simulation teams who participated in the Type-B or Type-C simulation exercises 
and submitted the report on their simulation results. The constitutive model and the 
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Table 3.5 Numerical simulation teams 


Simulation Analysis 
No. | Numerical simulation team type Constitutive model | platform 
1 Kyoto university Type-B+* Cocktail glass FLIP ROSE 
2 | (two different predictors) model 
3 | FLIP consortium Type-B+* Cocktail glass | FLIP ROSE 
model 
4 | University of Naples Federico II | Type-B PM4Sand model PLAXIS 
5 | University of Washington Type-C PM4Sand model OpenSees 
6 | University of California, san Type-C PDMY02 model OpenSees 
Diego 
7 ‘| Zhejiang university Type-C PDMY02 model OpenSees 
8 | University of British Columbia | Type-B+* SANISAND model | FLAC3D 
9 | Tsinghua University | Type-B CycLiqCP model OpenSees 


"The parameters for dynamic deformation characteristics and dilatancy remain the same as those 
determined from the element simulations for the laboratory tests, but only the hydraulic conductiv- 
ity was adjusted 


analysis platform used by each numerical simulation team are also listed in the table 
as well as the simulation type (i.e., Type-B or Type-C). It should be noted that 
Simulations 1—3 and Simulation 8 can be classified as between Type-B and Type-C 
simulations (but close to Type-B); this is because the model parameters for dynamic 
deformation characteristics and dilatancy remain the same as those determined from 
the element simulations for the laboratory tests, but only the hydraulic conductivity 
was adjusted. Mode-detailed information of each constitutive model and the numer- 
ical simulation techniques used by each simulation team are provided in separate 
papers (Tanaka et al., 2023; Hyodo & Ichii, 2023; Fasano et al., 2023; Qiu & 
Elgamal, 2023; Elbadawy & Zhou, 2023; Reyes et al., 2023; Wang et al., 2023). 
The main steps of the second phase were as follows: 


1. Results of three sets (KyU A. A2 1, RPI A AI Il, and UCD A A2 I1 in 
Table 3.3) of centrifuge tests, known as Model A tests in LEAP-ASIA-2019, 
were provided to the numerical simulation teams. Some of the tests were per- 
formed as part of the LEAP-UCD-2017 project. The numerical simulation teams 
were able to refer to detailed information of the experimental conditions such as 
the achieved base excitation and the centrifuge specimen (e.g., the density of the 
prepared specimen, as-built geometry, location of the sensors). For the Type-C 
simulations, the measured pore water pressures, accelerations (the sensor posi- 
tions are shown in Tables 3.1 and 3.2), and displacements (the surface marker 
locations are shown in Fig. 3.3) could also be used to fine-tune the parameters of 
their constitutive models and the key parameters of their numerical simulation 
platform (damping ratio, permeability, etc.). 

2. The achieved base excitations, the density of the soil specimen, and the locations 
of the sensors in two sets (KyU. A, B2 1 and RPI A BI 1 in Table 3.4) of cen- 
trifuge tests conducted as Model B tests for LEAP-ASIA-2019 were provided 
(including the complete set of the experimental results) to the numerical model- 
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ing teams. They were asked to simulate the results of these tests in terms of time 
histories of excess pore pressure, accelerations, and lateral displacements at 
selected locations. The Model B tests had the same prototype and model sizes as 
the corresponding Model A tests, but the centrifugal acceleration (1) was scaled 
in accordance with the generalized scaling law (Iai et al., 2005). Since the cen- 
trifugal accelerations in the Model B tests at a few facilities were much lower 
than that in the Model A tests, the model parameters might have needed to be 
fine-tuned to take into account the low confining stress effect on liquefaction 
strength. Such issues (revision of the parameters and their effects on liquefaction 
strength curves) should have been clearly documented in the reports submitted 
by the numerical simulation teams. 

3. (Optional) If time allowed, the numerical simulation teams were welcome to 
perform Type-C simulations for the other centrifuge experiments in Tables 3.3 
and 3.4 and submit the simulation results. Test cases highlighted in green were 
not mandatory but highly recommended. 


The timeline of the second phase of the numerical simulations was as follows: 


1. All the necessary data regarding Model A and Model B tests were provided to 
the numerical modelers on January 18, 2019. 

2. 'The numerical simulation teams were requested to submit the results of their 
simulations for the required test cases (highlighted in yellow in Tables 3.3 and 
3.4) by February 8, 2019. 


3.4 Summary of Type-B/Type-C Simulation Results 
for Models A and B 


As shown in Table 3.5, six simulation teams submitted the results (1.e., time histo- 
ries of predicted accelerations, excess pore water pressures, and displacements at 
selected locations) of the Type-B numerical simulations, including the Type-B+ 
simulations with the adjustment of the hydraulic conductivity, for the selected 
LEAP-ASIA-2019 centrifuge tests. Also, three simulation teams submitted the 
results of the Type-C numerical simulations. Due to space limitation, only a subset 
of these data for mandatory test cases highlighted in yellow in Tables 3.3 and 3.4 is 
presented herein. In the following, selected time histories of accelerations, excess 
pore pressures, and lateral displacements are compared to provide representative 
samples of the performance of each simulation in comparison with the experimen- 
tal data. 

Figures 3.4, 3.5, 3.6, 3.7, 3.8, 3.9, 3.10, 3.11 and 3.12 illustrate the comparison 
of the numerical simulation results with the experiments for the three sets of Model 
A tests in Table 3.3 (i.e., KyU A A2 I, RPL A AI I, and UCD A A2 1). For 
KyU A A2 1,the following observations are noted from a comparison in Figs. 3.4, 
3.5 and 3.6: 


68 K. Ueda et al. 
Measured Simulation 1 Simulation 2 Simulation 3 Simulation 4 
0.24 
= 0.15 
2 004 | AMN-— 
X -014 | | 
T ozdi h i 
e 
2 Simulation 5 Simulation 6 Simulation 7 Simulation 8 Simulation 9 
g 0.24 | 
g 01] i i 
© 0.05 | | 
To 0.1 | | 
-0 2X4 —— ——_$ —_ qaa- T———rT——r——1 
0 10 20 300 10 20 300 10 20 300 10 20 300 10 20 30 
Time (s) 
(a) 
Measured Simulation 1 Simulation 2 Simulation 3 Simulation 4 
0.24 
~ 0.175 
2 004 AW | Hii 
S -014 | 
<T 024E 
c 
Sg Simulation 5 Simulation 6 Simulation 7 Simulation 8 Simulation 9 
© 024 
E 0.14 
E. 0.04 
-0.14 
0.234 + T T ro^ T T + T T 
0 10 20 300 10 20 300 10 20 30 
Time (s) 
(b) 
Measured Simulation 1 Simulation 2 Simulation 3 Simulation 4 
0.24 
- OTF 
2 994 
Ẹ -014 
X 024 | 
= 
2 Simulation 5 Simulation 6 Simulation 7 Simulation 8 Simulation 9 
© 0.24 
8 0 
© 0.04 
s -0.14 | 
0 10 20 300 10 20 300 10 20 300 10 20 300 10 20 30 
Time (s) 
(c) 


Fig. 3.4 Comparison of the measured and computed acceleration time histories for KyU A A2 1 
test. (a) AH1, (b) AH2, (c) AH3, (d) AHA, (e) AH6, (f) AH9 
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Fig. 3.4 (continued) 
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Fig. 3.5 Comparison of the measured and computed time histories of excess pore water pressures 
for KyU A A2 1 test. (a) P1, (b) P2, (c) P3, (d) P4, (e) P6, (f) P8 
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Fig. 3.6 Comparison of the measured and computed time histories of ground surface lateral dis- 
placements for KyU A A2 1 test. (a) Marker 2-2, (b) Marker 2-3, (c) Marker 2-5 
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Fig. 3.7 Comparison of the measured and computed acceleration time histories for RPI_A_A1_1 
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Fig.3.8 Comparison of the measured and computed time histories of excess pore water pressures 
for RPI A AI 1 test. (a) P1, (b) P2, (c) P4, (d) P6, (e) P7, (£) P8 
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Fig. 3.10 Comparison of the measured and computed acceleration time histories for UCD A - 
A2_1 test. (a) AH1, (b) AH2, (c) AH3, (d) AHA, (e) AH6, (f) AH9 
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Fig. 3.11 Comparison of the measured and computed time histories of excess pore water pres- 
sures for UCD A A2 1 test. (a) P1, (b) P2, (c) P3, (d) P4, (e) P7, (f) P8 
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Fig. 3.12 Comparison of the measured and computed time histories of ground surface lateral 
displacements for UCD A A2 1 test. (a) Marker 2-2, (b) Marker 2-3, (c) Marker 2-4 
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The acceleration responses at deep sensor locations (e.g., AH1) do not differ 
significantly among simulations. However, the amplitude and waveform shape 
differ to some extent among simulations near the ground surface (e.g., AH4), 
where soil nonlinearity associated with the excess pore pressure increase may 
be strong. 

In addition to the peak value of excess pore pressure, the experimental dynamic 
amplitudes during shaking and dissipation processes after shaking are challeng- 
ing to fully capture at some sensor locations (e.g., P1 and P2), even in the Type-C 
simulations. 

Although the amount of the residual displacements varies among simulations to 
some extent, the experimental tendency of accumulating displacement associ- 
ated with lateral spreading in one direction during shaking is adequately simu- 
lated in a majority of the numerical simulations. 


A close examination of Figs. 3.7, 3.8 and 3.9 shows the following trend for 


RPLA AI 1: 


As in the case of KyU A A2 1, most of the numerical simulations can repro- 
duce the experimental acceleration responses at deep sensor locations (e.g., 
AH1). However, the simulated accelerations near the ground surface (e.g., AH4) 
are different among simulations; Simulations 1-3, 5, and 8 are capable of captur- 
ing well the observed spike waveform due to positive dilatancy. 

Compared to the variation in the simulated excess pore pressure for KyU A — 
A2, 1, the simulated variation for RPI. A AI 1 is not large; Simulations 2, 5, 
and 8 can reasonably simulate the observed pore pressure response, including the 
peak value, dynamic amplitude, and dissipation phase. 

The variation in the simulated horizontal displacements for RPI A. A1 1 looks 
smaller than that for KyU. A. A2 I; the observed displacement waveform is well 
simulated, particularly in Simulations 1 and 3, including the residual value as 
well as the dynamic amplitude. 


For UCD A A2 1, Figs. 3.10, 3.11 and 3.12 demonstrate the following trend: 


As in the previously mentioned two cases, a majority of the numerical simula- 
tions can adequately reproduce the observed acceleration responses at deep sen- 
sor locations (e.g., AH1). When it comes to the accelerations near the ground 
surface (e.g., AH4), most of the numerical simulations show spike waveforms 
due to positive dilatancy; in particular, Simulations 1-3, 5, and 8 can capture 
well the experimental result. 

The variation in the simulated excess pore pressure for UCD A. A2 1 looks 
similar as that for RPI A. A1 1; Simulations 1—3 have a larger dynamic ampli- 
tude, which may be caused by strong positive dilatancy, while the amplitude is 
small for Simulations 5-7. 

A majority of the numerical simulations can adequately capture the observed 
horizontal displacement waveform; the variation in the simulated residual dis- 
placements is not considerable. 
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Figures 3.13, 3.14, 3.15, 3.16, 3.17 and 3.18 compare the numerical simulation 
results with the corresponding experiments for the two sets of Model B tests in 
Table 3.4 (1.e., KyU. A. B2 1 and RPI A BI 1). As in the case of the numerical 
simulations for Model A tests, the variation in the simulated responses (i.e., accel- 
erations, excess pore pressures, and horizontal displacements) exists among simula- 
tions. However, the comparison demonstrates that a majority of the numerical 
simulations are capable of simulating well the experimental trends; in particular, the 
Type-C simulations are found to capture the measured responses more accurately 
by adjusting the model parameters. 


3.5 Comparison of Numerical Simulation Performance 
in Terms of Horizontal Displacement 


In order to further assess the quality of numerical simulations' fit to the centrifuge 
test results and their performance in terms of horizontal displacement due to lateral 
spreading, Fig. 3.19 compares the relationship between Dr, PGA,;;, and horizontal 
displacement (i.e., residual value) in the form of a balloon plot; the balloon size 
represents the amount of measured and simulated horizontal displacements. In the 
figure, the displacement (i.e., balloon size) should be smaller as Dr increases, 
whereas the displacement should be larger as PGA, increases. The experimental 
results are generally in line with this trend, but some results do not follow this trend; 
this may be due to the variability of the centrifuge experiments. If such experimen- 
tal variability could not be known prior to the Type-B simulations (e.g., Simulations 
3, 4, and 8), it would be difficult to reproduce the observed results of such experi- 
ments accurately. On the other hand, the Type-C simulations can reproduce the 
experimental results, as shown in Simulations 5-7, because the model parameters 
are adjusted to match the experimental results. Thus, it is considered quite challeng- 
ing to capture all measured responses perfectly by taking into account the experi- 
mental variability, but accumulating high-quality experimental results as a database 
can be essential to improve constitutive models and analytical platforms further. 


3.6 Conclusions 


In the LEAP-ASIA-2019 prediction campaign, nine numerical simulation teams 
submitted Type-B or Type-C simulations on the seismic behavior of a uniform- 
density, 20-m-long, and 5-degree sandy slope; this chapter presented an overview of 
the simulation results (i.e., time histories of response accelerations, excess pore 
water pressures, and lateral displacements at the ground surface) and their compari- 
son with the results of a selected set of centrifuge model tests. The comparison 
demonstrated that a majority of Type-B and Type-C numerical simulations were 
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Fig. 3.13 Comparison of the measured and computed acceleration time histories for KyU_A_ 
B2 1 test. (a) AH1, (b) AH2, (c) AH3, (d) AH4, (e) AH6, (f) AH9 
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Fig. 3.13 (continued) 
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Fig. 3.14. Comparison of the measured and computed time histories of excess pore water pres- 
sures for KyU A B2 1 test. (a) P1, (b) P2, (c) P3, (d) P4, (e) P6, (f) P8 
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Fig. 3.16 Comparison of the measured and computed acceleration time histories for RPI A - 
B1 1 test. (a) AH1, (b) AH2, (c) AH3, (d) AH4, (e) AH6, (f) AH9 
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Fig. 3.17 Comparison of the measured and computed time histories of excess pore water pres- 
sures for RPI A BI 1 test. (a) P1, (b) P2, (c) P3, (d) P4, (e) P6, (f) P8 
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Fig. 3.18 Comparison of the measured and computed time histories of ground surface lateral 
displacements for RPI A Bl 1 test. (a) Marker 2-2, (b) Marker 2-3, (c) Marker 2-5 
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Fig. 3.19 Summary of the measured and computed lateral displacements at the center of ground 
surface. (a) Simulation 1, (b) Simulation 2, (c) Simulation 3, (d) Simulation 4, (e) Simulation 5, 
(f) Simulation 6, (g) Simulation 7, (h) Simulation 8, (i) Simulation 9 
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Fig. 3.19 (continued) 


capable of simulating well the experimental trends observed in the centrifuge tests; 
in particular, Type-C simulations were found to capture the measured responses 
more accurately by adjusting the model parameters. Although it is quite challenging 
to capture all measured responses perfectly, the simulation exercises indicated that 
the numerical simulations could be further improved by accumulating high-quality 
experimental results as a database. 
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Chapter 4 A) 
Dynamic Torsional Shear Tests of Ottawa ss 
F-65 Sand for LEAP-ASIA-2019 


Ruben R. Vargas, Kyohei Ueda, and Kazuaki Uemura 


Abstract The Liquefaction Experiments and Analysis Projects (LEAP) is an inter- 
national collaborative project that aims to verify, validate, and quantify the uncer- 
tainty of numerical liquefaction models. Within this project, a series of hollow 
cylinder cyclic torsional shear tests were performed at the Disaster Prevention 
Research Institute facility at Kyoto University. These tests focused on examining 
how the relative density affects the cyclic response of Ottawa F-65 sand. The 
obtained results will contribute to a dependable database for the ongoing and future 
verification and validation processes of liquefaction models. This paper presents the 
details of the model preparation and test results, as well as a brief discussion on the 
influence of the relative density and the tests’ repeatability. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Torsional shear test - Ottawa F-65 sand 


4.1 Introduction 


As stated by Tobita et al. (2023), Ottawa F-65 sand was used as the standard sand of 
the "LEAP-ASIA-2019" exercise. This sand is a clean, poorly graded, whole grain 
silica sand, containing less than 0.5% fines by mass (Carey et al., 2019). 

One of the main objectives of LEAP is to generate a large and high-quality data- 
base of physical models and element tests that would contribute to assess and vali- 
date the capabilities of the analytical tools to predict the mechanism and 
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consequences of liquefaction. Researchers have made several efforts to establish 
and expand a laboratory test database to characterize the physical and mechanical 
properties of Ottawa F-65 sand, which has also been utilized in the LEAP- 
GWU-2015 and LEAP-UCD-2017 exercises (El Ghoraiby & Manzari (2018), El 
Ghoraiby et al., 2019; Carey et al., 2019; Parra Bastidas, 2016; Vasko, 2015). 

In order to contribute to the understanding of the mechanical properties of Ottawa 
F-65 sand, a series of hollow cylinder dynamic torsional shear tests for four differ- 
ent relative densities (Dr = 50%, 60%, 70%, and 85%) were conducted in the instal- 
lations of the Disaster Prevention Research Institute at Kyoto University. Although 
a comprehensive review of the test findings has already been published (Vargas 
et al., 2020), this paper focuses on the details of the model preparation and test 
results of the tests performed before the LEAP-ASIA-2019 workshop, which were 
made available to modelers for the calibration of constitutive models and simulation 
of element tests (Ueda et al., 2023). 


4.2 Torsional Shear Apparatus 


The torsional shear apparatus used in the tests presented in this paper is schemati- 
cally shown in Fig. 4.1. The apparatus is capable of subjecting a hollow cylindrical 
sample with an inner diameter of 6 cm, outer diameter of 10 cm, and height of 
10 cm to a wide range of stress paths for both monotonic and dynamic tests. 

As shown in Fig. 4.1, the apparatus can apply vertical load and torque indepen- 
dently using pneumatic cylinders. Following the recommendation of Koseki et al. 
(2005), the load cell to measure vertical load and torque was placed inside the pres- 
sure cell to eliminate friction between the loading shaft and the bearing house. 

To avoid non-uniform normal stresses across the sample, the same inner and 
outer pressures were applied at all test steps; also, since the tests were performed 
under isotropic conditions, no deviator stresses were applied. 

Volumetric strains were measured using a low-capacity differential pressure 
transducer that measured changes in water volume in a burette connected to the 
back pressure (maintained at around 200 kPa) and the specimen. Rotational and 
axial deformations were measured using a potentiometer and a dial gauge, respec- 
tively. Table 4.1 summarizes the measured variables and the sensor characteristics. 


4.3 Dynamic Torsional Shear Tests and Model Preparation 


Prior to the LEAP-ASIA-2019 Workshop, 16 stress-controlled hollow cylinder 
dynamic torsional shear tests were conducted under isotropic conditions; Table 4.2 
shows the characteristics of each test. 
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Fig.4.1 Torsional shear apparatus at the Disaster Prevention Research Institute — Kyoto University. 
(Vargas et al., 2020) 


The specimens were prepared taking as a reference the Japanese Standards 
JGS-0550-2009 (Japanese Geotechnical Society Standards, 2018a-1) and 
JGS-0551-2009 (Japanese Geotechnical Society Standards, 2018b—2). 


104 R. R. Vargas et al. 


Table 4.1 Sensor list 


Variable Type Capacity Manufacturer | Model 
Torque load (Mr) Load cell 20 N.m Seishikou KTU-20Ti 
Vertical load (W) Load cell 2kN Seishikou KTU-20Ti 
Angular deformation (0) Potentiometer x20? Midori CP-2UTX 
Volumetric deformation (ey) Pressure sensor |x3200psi | Validyne DP15-28 
Pore pressure (Au) Pressure sensor | 1 MPa TEAC TP-BR 
Vertical strain (e,) Dial gauge 20 mm Showa Sokki TCL-20FA 


Table 4.2 Hollow cylinder dynamic torsional shear tests developed at Kyoto University 


Specimen | Initial Dr | Dr after Effective confining | Shear stress | Shear stress 
no. (%) consolidation (%) stress (kPa) (kPa) ratio 
Dr50_1 48.2 50.4 103.0 10.2 0.099 
Dr50_2 48.5 50.5 104.5 13.3 0.127 
Dr50_3 48.6 50.6 103.0 15:3 0.149 
Dr50 4 50.9 53.1 106.1 20.3 0.191 
Dr60 1 58.7 60.7 103.0 12.1 0.117 
Dr60_2 58.4 60.4 103.0 12.8 0.125 
Dr60_3 59.1 61.0 105.0 15.1 0.144 
Dr60_4 59.0 60.6 104.0 18.1 0.174 
Dr60 5 61.6 63.6 104.0 20.6 0.199 
Dr70 1 68.7 70.2 102.9 20.5 0.199 
Dr70 2 70.8 71.9 106.0 26.2 0.247 
Dr70 3 43.3 73.9 106.2 26.4 0.248 
Dr70 4 69.2 70.7 104.1 28.3 0.272 
Dr85 1 82.3 84.0 103.1 28.3 0.274 
Dr85 2 81.4 82.9 103.2 30.6 0.296 
Dr85. 3 83.3 84.9 106.6 41.6 0.390 


4.3.1 Model Preparation: Air Pluviation and Chamber Setting 


To obtain a fabric similar to the physical models (prepared for the “LEAP- 
ASIA-2019" exercise), the samples were prepared through the "air pluviation" tech- 
nique, and, to guarantee the homogeneity of the sample and reduce the variability, 
the height of the pluviation tool was increased during the sample preparation, aim- 
ing to keep the dropping height constant along with the sample. 

Following the air pluviation process, the top cap was placed, and negative pres- 
sure of approximately —15 kPa was applied to the model (between the membranes) 
to uphold the sample's shape while removing the molds and placing the cell cham- 
ber. Figure 4.2 shows the sample after the placement of the top cap and the removal 
of molds. To minimize variability and guarantee uniformity among the experiments, 
precise measurements of the specimen dimensions and sand weight were taken 
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Fig. 4.2 Hollow cylinder 
model preparation — model 
after mold removal 


subsequent to mold removal. It is noteworthy that even minor differences in weight 
or dimensions can considerably influence the estimated relative density. 

After confirming the model's density, the outer chamber was carefully placed 
and fixed to prevent any leakage, as shown in Fig. 4.3. 


4.3.2 Model Preparation: Saturation 


Upon filling the outer and inner cells with water, an isotropic pre-consolidation of 
20 kPa was applied to both the outer and inner cells to prevent sample deformations 
in subsequent steps; following this step, the vacuum pressure utilized to preserve the 
sample’s shape was released. 

The saturation process began by flowing CO, through the sample for around 
15 min to promote the dissolution of gas bubbles trapped in the sand. Subsequently, 
degassed water was flowed through the sample until at least 1 liter of degassed water 
(roughly twice the sample’s volume) had passed through. 

Once the necessary quantity of water had flowed through the sample, a back 
pressure of 200 kPa was applied to the sample (both inner and outer chambers). The 
saturation level was then verified by determining the Skempton B value, which was 
confirmed to be above 0.95 in all experiments for an increment of 20 kPa under 
isotropic and undrained conditions. 
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Fig. 4.4 Cyclic sinusoidal shear stress applied to the sample. (Vargas et al., 2020) 


4.3.3 Model Consolidation and Testing 


The specimen was isotropically consolidated to a total pressure of approximately 
300 kPa (i.e., 100 kPa of effective stress) under drained conditions. Following the 
consolidation process, a stress-controlled cycling sinusoidal shear stress was applied 
to the sample in undrained conditions (Fig. 4.4 shows the applied target wave). 
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As specified in the Japanese Standards (Japanese Geotechnical Society Standards, 
2016), the load was applied until achieving at least 7.5% of double amplitude shear 
strain. Additionally, since the loads were applied using a stress-controlled mecha- 
nism, reliable information could not be obtained at very large strains. 


4.4 Test Results 


The dynamic stress-strain characteristics of 16 hollow cylinder models were esti- 
mated using a torsional shear apparatus, as described in Sects. 4.2 and 4.3. Detailed 
test results (stress-strain characteristics of each model) have been included in the 
Appendix section. 

Figure 4.5 shows the estimated liquefaction resistance curve (LRC) for 
Ypa = 7.5% (i.e., the number of cycles required to reach a 7.5% DA shear strain); a 
clear trend and consistency among the tests is observed. 

Similarly, Figs. 4.6, 4.7, and 4.8 show the LRC for ypa = 3.0%, Ypa = 1.596, and 
r, = 0.95. 

Additionally, as seen in Fig. 4.9, it has been found that the friction angle p value 
remained constant for all relative densities ($; ~ 35°). On the other hand, the phase 
transformation angle f, increased with the relative density; values of 20.2°, 22.6°, 
24.0°, and 25.0? were obtained for relative densities of 5096, 60%, 70%, and 85%, 
respectively. 


4.5 Repeatability of Test Results 


To ensure the consistency of the tests, a repeatability test (Dr70. 3) was performed; 
this repeatability test was prepared and tested under the same conditions as 
test Dr70. 2. 
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Fig. 4.5 Liquefaction resistance curve of Ottawa F-65 sand (Ypa = 7.5%). (Vargas et al., 2020) 
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Fig. 4.6 Liquefaction resistance curve of Ottawa F-65 sand (yp4 = 3.0%). (Vargas et al., 2020) 
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Fig. 4.7 Liquefaction resistance curve of Ottawa F-65 sand (ypa = 1.5%). (Vargas et al., 2020) 


Figure 4.10 shows a comparison between the test results of Dr70_2 and Dr70_3 
(repeatability test), including the development of excess pore water pressure ratio 
(EPWP ratio), the development of shear strain, and the corresponding stress path. 
The results indicate a good agreement between the tests, demonstrating that the tests 
are repeatable and consistent with each other. 


4.6 Conclusions 


This paper presents a series of hollow cylinder dynamic torsional shear tests per- 
formed to contribute to the understanding of the mechanical properties of Ottawa 
F-65 sand. The tests were developed at the installations of the Disaster Prevention 
Research Institute (DPRI) at Kyoto University, as part of the "LEAP-ASIA-2019" 
activities. 
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Fig. 4.8 Liquefaction resistance curve of Ottawa F-65 sand (r, = 0.95). (Vargas et al., 2020) 
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Fig. 4.9 (a) Stress path for Model Dr50 3. (b) Stress path for Model Dr60 5. (c) Stress path for 
Model Dr70 3. (d) Stress path for Model Dr80 2 


* Based on 16 isotropically consolidated tests, the stress-strain characteristics of 
Ottawa F-65 sand were investigated under 4 different densities and a wide range 
of shear stress ratios. 

e Based on the stress paths, it was shown that the friction angle ¢; remained con- 
stant for all relative densities ($; ~ 35°); meanwhile, the phase transformation 
angle #, increased with the relative density. 
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Fig. 4.10 (a) Development of EPWP — Models Dr70 2 and Dr70 3. (b) Development of shear 
strain — Models Dr70 2 and Dr70 3. (c) Stress path — Models Dr70 2 and Dr70 3. (Vargas 
et al., 2020) 
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* The good agreement in the repeatability tests shows that the tests are repeatable 
and consistent among each other; therefore, the provided test results are ready to 
be used in the calibration of constitutive models, simulation of element tests, 
V&V exercises/research, etc. 


Appendix: Stress-Strain Characteristics of the Hollow 
Cylinder Dynamic Torsional Shear Tests (Figs. 4.A1, 4.A2, 
4.A3, 4.A4, 4.A5, 4.A6, 4.47, 4.A8, 4.A9, 4.A10, 4.A11, 4.A12, 
4.A13, 4.A14, 4.A15 and 4.A16) 
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Fig. 4.A1 (a) Time history of shear stress - Model Dr50 1. (b) Time history of EPWP ratio devel- 
opment — Model Dr50 1. (c) Stress-strain curve - Model Dr50 1. (d) Stress path - Model Dr50 1 
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Fig. 4.42 (a) Time history of shear stress - Model Dr50 2. (b) Time history of EPWP ratio devel- 
opment — Model Dr50 2. (c) Stress-strain curve — Model Dr50 2. (d) Stress path - Model Dr50 2 
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Fig. 4.A3 (a) Time history of shear stress - Model Dr50. 3. (b) Time history of EPWP ratio devel- 
opment — Model Dr50 3. (c) Stress-strain curve - Model Dr50 3. (d) Stress path - Model Dr50 3 
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Fig.4.A4 (a) Time history of shear stress - Model Dr50 4. (b) Time history of EPWP ratio devel- 
opment — Model Dr50 4. (c) Stress-strain curve — Model Dr50 4. (d) Stress path - Model Dr50 4 
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Fig. 4.A5 (a) Time history of shear stress - Model Dr60_1. (b) Time history of EPWP ratio devel- 
opment — Model Dr60 1. (c) Stress-strain curve — Model Dr60 1. (d) Stress path - Model Dr60_1 
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Fig. 4.46 (a) Time history of shear stress - Model Dr60. 2. (b) Time history of EPWP ratio devel- 
opment — Model Dr60 2. (c) Stress-strain curve — Model Dr60 2. (d) Stress path - Model Dr60 2 
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Fig. 4.48 (a) Time history of shear stress - Model Dr60 4. (b) Time history of EPWP ratio devel- 
opment — Model Dr60 4. (c) Stress-strain curve - Model Dr60 4. (d) Stress path - Model Dr60 4 
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Fig.4.A9 (a) Time history of shear stress - Model Dr60 5. (b) Time history of EPWP ratio devel- 
opment — Model Dr60 5. (c) Stress-strain curve — Model Dr60 5. (d) Stress path - Model Dr60 5 
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Fig. 4.A10 (a) Time history of shear stress - Model Dr70 1. (b) Time history of EPWP ratio 
development — Model Dr70 1l. (c) Stress-strain curve — Model Dr70 1. (d) Stress path — 
Model Dr70 1 
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Fig. 4.A11 (a) Time history of shear stress - Model Dr70 2. (b) Time history of EPWP ratio 
development — Model Dr70 2. (c) Stress-strain curve — Model Dr70 2. (d) Stress path — 
Model Dr70 2 
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Fig. 4.A12 (a) Time history of shear stress - Model Dr70 3. (b) Time history of EPWP ratio 
development — Model Dr70 3. (c) Stress-strain curve — Model Dr70 3. (d) Stress path — 
Model Dr70 3 
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Fig. 4.A13 (a) Time history of shear stress - Model Dr70 4. (b) Time history of EPWP ratio 
development — Model Dr70 4. (c) Stress-strain curve — Model Dr70 4. (d) Stress path — 
Model Dr70 4 
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Fig. 4.A14 (a) Time history of shear stress - Model Dr85 1. (b) Time history of EPWP ratio 
development — Model Dr85 l. (c) Stress-strain curve — Model Dr85 1. (d) Stress path — 


Model Dr85 1 
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Fig. 4.A15 (a) Time history of shear stress - Model Dr85 2. (b) Time history of EPWP ratio 
development — Model Dr85 2. (c) Stress-strain curve — Model Dr85 2. (d) Stress path — 


Model Dr85 2 
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Fig. 4.A16 (a) Time history of shear stress - Model Dr85 3. (b) Time history of EPWP ratio 
development — Model Dr85 3. (c) Stress-strain curve — Model Dr85 3. (d) Stress path — 
Model Dr85 3 
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Chapter 5 A 
LEAP-ASIA-2019 Centrifuge Tests choot 
at University of Cambridge 


Gopal S. P. Madabhushi, Stuart K. Haigh, Jad I. Boksmati, 
Samy Garcia-Torres, and Alessandro Fusco 


Abstract Two dynamic centrifuge tests were conducted on a 5° liquefiable slope 
with a slope depth of 4 m at the centre line, as part of LEAP-ASIA-2019 at the 
Schofield Centre, University of Cambridge. The main purpose of these tests was to 
investigate the suitability of the generalised scaling laws proposed by Iai et al. 
(Geotechnique, 55(5):355—362, 2005). The two tests were carried out at two drasti- 
cally different g levels, CU Model B at 80 g and CU Model B1 at 1 g, with corre- 
sponding virtual scaling factors of 0.5 and 40, respectively. Following the principles 
of generalised scaling, results from both tests should be representative of the same 
slope profile with a slope depth of 4 m previously tested as part of LEAP-UCD-2017. 
CU Model B exhibited typical liquefaction behaviour with substantial reduction in 
acceleration transmission along the depth of the slope coupled with considerable 
excess pore pressure build-up during shaking. For a similar input motion, the slope 
in CU Model B1 at 1 g showed little deformations. Intensity of the input motion had 
to be increased by nearly twofolds to trigger slope movements that can be mea- 
sured by PIV. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalised scaling law (GSL) - Centrifuge modelling 


5.1 Introduction 


Numerical analysis related to geotechnical research has been widely performed dur- 
ing the last decades as it presents benefits in time and cost optimisation. However, 
reliable experimental data related to earthquake effects such as liquefaction phe- 
nomena is still required in order to validate numerical procedures. Liquefaction 
Experiments and Analysis Projects (LEAP) was commissioned to develop a 
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database of centrifuge data on the liquefaction of slopes from tests performed at 
different institutions. The LEAP-ASIA-2019 is a sub-programme of LEAP, which 
aims to investigate the suitability of the generalised scaling laws proposed by Iai 
et al. (2005) at different g levels and virtual scaling factors. In this paper, two 
dynamic high gravity tests were carried out on a 5° liquefiable slope subjected to a 
1 Hz ramped sine wave input motion. The two tests were conducted at two drasti- 
cally different g levels “4” of 80 g and 1 g, with virtual 1 g scaling factors “p” of 0.5 
and 40, respectively. Following the principles of generalised scaling laws, these two 
tests would represent the same slope geometry at prototype. The models have been 
prepared following the procedures stated in LEAP-GWU-2015 (Madabhushi et al., 
2018) and LEAP-UCD-2017 (Madabhushi et al., 2019). All results presented in this 
paper are scaled to prototype using Iai et al. (2005) unless otherwise stated. 


5.2 Experiment Setup 


Two tests were performed, one at 80 g (CU Model B) and one at 1 g (CU Model 
B1), using the centrifuge testing facilities at the Schofield Centre, University of 
Cambridge. The model represents a 5-degree slope in Ottawa sand, with a length 
of 20 m and a central depth of 4 m at prototype scale, which was the same prototype 
slope profile used during LEAP-UCD-2017. The general schematic layout of the 
slope profile and instrumentation used in the tests is shown in Fig. 5.1. 


5.2.1 Sand Pouring 


Ottawa sand was poured by air pluviation using the automated spot pluviator 
(Madabhushi et al., 2006). The sand density was achieved by controlling the 
flow rate with a nozzle of 5 mm and a drop height of 810 mm. These parameters 
were obtained by pre-test pouring calibrations to achieve a target density of 
1640 kg/m. 

During pouring, the strong window box was placed on a scale in order to obtain 
the mass of sand poured after each pluviation pass. Height of poured sand was mea- 
sured using a digital calliper. The readings were recorded along a grid of 20 points 
at specific poured layers. Figure 5.2 shows the grid pattern adopted for the sand 
depth measurements. Results of the sand density achieved for the different layers 
are presented in Fig. 5.3. 
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Fig. 5.1 Centrifuge model schematic showing instrument positions 


5.2.2 Saturation 


The saturation was conducted using the CAM-SAT system that regulates mass 
influx of fluid into sand models following Stringer and Madabhushi (2009). The 
mass rate was set to 0.4 kg/h in order to prevent sand boiling. The model was flushed 
with CO, in three cycles before the saturation stage in order to enhance the acquired 
vacuum. Figure 5.4 shows the saturation setup used in these two tests. 
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Fig. 5.2 Digital calliper grid for surface measurements 


5.2.3 Viscosity Measurement 


The model saturation required the use of hydroxypropyl methylcellulose (HPMC) 
solution in order to increase the fluid viscosity and to meet the generalised scaling 
laws proposed by Iai et al. (2005). Prior to initiating saturation, viscosity of the fluid 
was measured using a viscometer to ensure compliance with the generalised scaling 
factor for viscosity: 47.6 cSt for CU Model B and 15.9 cSt for CU Model B1. 


5.2.4 Slope Cutting 


Once saturation was complete, the flat bed of sand was cut into the required loga- 
rithmic spiral profile using cutting plate guides running along the length of the con- 
tainer as shown in Fig. 5.5. Before cutting, the saturated model was partially drained 
to lower the methylcellulose level in the sand. This procedure relies on capillary 
suction between individual grains to increase effective stresses in the sand to facili- 
tate cutting (Madabhushi et al., 2018). To compensate for the | g gravitational com- 
ponent acting on the model, a 1:80 slope was also cut along the transverse direction 
of the container for CU Model B. 


5.2.5 CPT 


In both tests, an in-flight CPT was mounted on the package to obtain a soil strength 
profile before and after shaking. Although this device differs from the CPT used in 
UC Davis, previous centrifuge tests have verified the equivalence between both 
instruments (Carey et al., 2018; Madabhushi et al., 2019). 
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Fig. 5.3 Bulk density measurements inferred from calliper and scale measurements at each layer: 
(a) CU Model B and (b) CU Model B1 


136 G. S. P. Madabhushi et al. 


Fig. 5.5 Use of cutting guide plates to achieve the desired slope profile 
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Table 5.1 Generalised scaling laws for CU Model B 


Model/prototype 
Quantity n = 80 g (virtual/physical) u = 0.5 (prototype/virtual) 
Length (m) l/un 1/(0.5 x 80) = 1/40 
Time (s) 1/9 ^n 1/(0.5975 x 80) = 1/47.6 
Acceleration (g) n 80 
Frequency (Hz) (u9 n) 0.595 x 80 = 47.6 
Viscosity (cSt) y??n 0.595 x 80 = 47.6 
Force (N) pv 0.5? x 80? = 800 
Pore pressure (kPa) H 0.5 


Table 5.2 Generalised scaling laws for CU Model B1 


Model/prototype 
Quantity n = 1 g (virtual/physical) u = 40 (prototype/virtual) 
Length (m) l/un 1/(40 x 1) = 1/40 
Time (s) I/u9 5n 1/(40.0°75 x 1) = 1/15.9 
Acceleration (g) n 1 
Frequency (Hz) (pen) 4097 x 1 = 15.9 
Viscosity (cSt) pn 40° x 1 = 15.9 
Force (N) Pn? 40? x I? = 64,000 
Pore pressure (kPa) H 40 


5.2.6 Scaling Laws 


The scaling laws proposed by Iai et al. (2005) for CU Model B and CU Model B1 
are summarised in Table 5.1 and Table 5.2, where 7 is the centrifuge scaling factor 
and y is the virtual 1 g scaling factor. The generalised scaling factor 4 is then the 
product of u x 7. 


5.3 Results 


5.3.1 Destructive Motions 


The target input motion set for CU Model B and CU Model B1 was a ramped 1 Hz 
sine wave with a peak ground acceleration of 0.25 g. Figure 5.6 shows the recorded 
base accelerations for the two tests conducted. The recorded signals are decom- 
posed into the main 1 Hz driving frequency component superimposed with higher 
harmonics introduced by the mechanical response of the servo-shaker. A prototype 
PGA of 0.29 g was recorded for CU Model B and 0.57 g for CU Model B1. Prior to 
firing the 0.57 g earthquake in CU Model B1, two weaker input motions were trig- 
gered. The observed slope displacements for these two motions were negligible, 
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Fig. 5.6 Isolated input signal and high-frequency components of input motion 


which warranted an increase in the intensity of input motion to 0.57 g to trigger 
measurable slope movements. Consequently, only data from the stronger ramped 
input motion is presented for CU Model B1. 

Itis worth mentioning that the intensity of the higher harmonics is more promi- 
nent in the input signal for CU Model B1 at 1 g than it is for CU Model B at 80 g. It 
is believed that the higher g level provides better coupling between the shaking table 
and driving actuator in the servo-shaker and mitigates any tendency for rocking, 
resulting in lower-intensity high-frequency harmonics. 
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Fig.5.7 Excess pore pressures recorded by the central PPT array 


5.3.2 Excess Pore Pressure 


Excess pore pressure time histories for both tests of the central arrays are presented 
in Figs. 5.7, 5.8 and 5.9. For CU Model B, considerable excess pore pressures were 
recorded after the fourth cycle of the shaking. Soil along the depth of the slope 
reaches complete liquefaction. In CU Model B1, after multiplying pore pressure 
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Fig. 5.8 Excess pore pressures recorded by the left PPT array 


transducer results by 40 (i.e. the generalised scaling factor for pore pressure), the 
build-up of excess pore pressures between CU Model B and CU Model B1 is com- 
parable. Nevertheless, the cyclic response of excess pore pressures between the two 
tests is different. As shown in Fig. 5.8, excess pore pressures nearer to the crest of 
the slope record much larger suction spikes during the earthquake at 1 g compared 
to the results at 80 g. During the earthquake, sand within the slope is subjected to 
cyclic shear stresses, which, in the case of 1 g test on CU Model B1, cause the sand 
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Fig. 5.9 Excess pore pressures recorded by the right PPT array 


to dilate strongly owing to the low confining stresses. This results in sharp negative 
excess pore pressure spikes. The higher intensity of the input motion harmonics for 
CU Model B1 may have also contributed to this observation. However, it is felt that 
the scaling up of the measured excess pore pressures by a factor of “40” as pre- 
scribed by the generalised scaling laws meant that the oscillations in the excess pore 
pressures are amplified by a large factor. 
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Fig. 5.10 Soil accelerations recorded by central piezo array 
5.3.3  Accelerations in the Soil 


Acceleration time histories of the central array of piezoelectric accelerometers 
together with the input motion for CU Model B and CU Model B1 are presented in 
Fig. 5.10. In CU Model B, significant acceleration reductions are observed along the 
depth of the slope particularly close to the surface. This is a typical liquefaction 
phenomenon resulting from the softening of sand caused by excess pore pressure 
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build-up and effective stress reduction. For CU Model B1, a similar reduction in 
accelerations is observed along the slope depth but not of the same intensity. The 
sand in the 1 g test continues to transmit some of the vertically propagating horizon- 
tal shear wave motion to the surface as complete liquefaction was not achieved. It is 
interesting to note the acceleration traces recorded from CU Model B, and the top 
surface of CU Model B1 shows distinctive spikes in acceleration, which can be 
attributed to strong dilation in the sand at low confining stresses. 


5.3.4 CPT Strength Profiles 


In-flight CPT testing was carried out before and after the 1 Hz ramped sine input 
motion for both CU Model B and CU Model B1. In Fig. 5.11, the soil depth below 
the slope surface is plotted on the y-axis, using the generalised scaling law for 
length. On the x-axis, the left-hand side plots show the cone-tip resistance in proto- 
type scale using the generalised scaling laws. On the right-hand side plots, the 
x-axis is scaling using the normal centrifuge scaling laws for stress, which is unity. 
The effect of centrifugal acceleration on the strength and stiffness of the sand profile 
is very clear when comparing cone-tip resistance at model scale for CU Model B to 
that for CU Model B1. One would expect that if the generalised scaling laws hold 
well, then the two left-hand side plots should be similar. However, the peak cone-tip 
resistance before any shaking was applied, at a depth of 3.5 m, is approximately 
2 MPa in the 80 g test and 4.6 MPa in the 1 g test. In contrast, using the normal 
centrifugal scaling laws, the cone-tip resistance at 3.5 m was 3.8 MPa in the 80 g 
test and only 0.12 MPa in the 1 g test. These latter results are consistent with the 
expectation that the strength of the soil will be much smaller in a 1 g test than in an 
80 g test. Further, Madabhushi et al. (2019) also report a value of 1.8 MPa at a depth 
of 3.5 m in their 40 g centrifuge test carried out as part of the LEAP 2017 (with 
n = 40; u = 1 for this test). While it is acknowledged that these are extreme examples 
in terms of the g levels, it is clear that the generalised scaling laws are over-predicting 
the strength of the soil in models with smaller 7 and larger y factors. 


5.3.5 PIV Results 


For plane strain condition problems, like the ones presented in this paper, PIV anal- 
yses can be employed to track the displacement of soil patches of a cross section of 
the system. Images of the cross-section view were taken using a fast digital camera 
placed on a gantry in front of the Perspex side of the container. Once the images 
were available, the displacement field of the soil was obtained employing the 
MATLAB-based software GeoPIV-RG (Stanier et al., 2015). 
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Fig. 5.11 Cone-tip penetrometer results at model scale and scaled using generalised scaling laws 


Figure 5.12 shows the layout of the instruments, the portion of the slope analysed 
and the position of four reference points A, B, C and D for the tests CU Model B and 
CU Model B1, respectively. Figure 5.13 shows the horizontal and vertical displace- 
ment of the four already mentioned reference points, as well as the input motion 
shaking the container, for the CU Model B. Figure 5.14 shows the displacement 
field and displacement contours of the slope in the CU Model B. During the shak- 
ing, the slope failed following a rotational pattern, with significant vertical settle- 
ment of the crest (reference point A) and vertical upward movement of the toe of the 
slope (reference point C). Significant horizontal displacement was observed in the 
middle of the slope (reference points B and D). 
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Fig. 5.12 Layout of the instruments, portion of slope analysed and position of four reference 
points A, B, C and D for CU Model B1 (top) and CU Model B (bottom) 


Figure shows the horizontal and vertical displacement of the four previously 
mentioned reference points as well as the input motion shaking the container for CU 
Model B1. Figure shows displacement contours of the slope in the CU Model 
B1. It is observable that the magnitude of displacement for this test was very small. 
In addition to this, the shape of the failing mechanism seems different from the 
previous test, with a uniform vertical settlement of all the four reference points. 

Figures and 5.18 show a comparison between the slope before and after the 
earthquake, for the CU Model B and CU Model B1 (third earthquake), respectively. 
Again, it is observable that the magnitude of displacement for the CU Model B is 
significantly higher than CU Model B1, despite the larger amplitude of the input 
motion in the latter. 


5.4 Conclusions 


The methodology and results from LEAP-ASIA-2019 tests performed at Cambridge 
are presented in this paper. The main purpose of these tests carried out at drastically 
different “g” levels of 80 g and 1 g was to evaluate the validity of the generalised 
scaling laws. The results from the two centrifuge tests CU Model B and CU Model 
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Fig.5.13 Horizontal and vertical displacement of reference points A, B, C and D and input motion 
shaking the container for CU Model B 
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Fig. 5.14 Horizontal and vertical displacement contours at prototype scale and displacement field 
for CU Model B 
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Fig. 5.15 Horizontal and vertical displacement of reference points A, B, C and D and input motion 
shaking the container for CU Model B1 (prototype scale) 


B1 conducted at 80 g and 1 g, respectively, were quite different. This was despite 
scaling the model pore fluid to correct viscosities and frequency of shaking as pre- 
scribed by the generalised scaling laws. 

The excess pore pressures seem to scale to similar values in both the models; 
however, the model tested at 1 g showed large dynamic oscillations with strong 
dilation-induced spikes. The accelerations in the slope showed attenuation with the 
build-up of excess pore pressures in the case of 80 g test, while those in the 1 g test 
showed large amplification due to the dilation in this model. The deformations in 
these centrifuge tests were obtained using PIV analyses. For the case of 80 g test, 
the slope deformations were as expected with large lateral movements being 
recorded at the mid-slope and an overall rotational motion of the slope with the top 
of the slope moving down and the base of the slope moving up. However, in the 1 g 
test, there were no observable slope movements when an equivalent base shaking 
was applied. In order to beget any observable movements of the slope, an earth- 
quake that was nearly twofolds larger had to be applied to the slope. 
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Fig. 5.16 Horizontal and vertical displacement contours at prototype scale and displacement field 
for CU Model B1 


Fig. 5.17 Slope before and after the shaking for CU Model B 
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Fig. 5.18 Slope before and after the shaking for CU Model B1 


In-flight cone penetration tests were conducted for the models at 80 g and 1 g 
before and after the ramped 1 Hz input motion. As expected, cone-tip resistance 
values along the depth of the slope scaled according to the centrifuge scaling law of 
stress (i.e. unity) showed significant discrepancies between the 80 g test and the | g 
test. This is due to the fundamentally different confining stresses in the soil body at 
these two different g levels. The application of the generalised scaling laws has 
predicted a much larger strength of the sand for the 1 g test; however, the cone-tip 
resistances between the 80 g test and the 40 g test conducted by previous researcher 
were comparable. This suggests that there is a limit on the values of virtual scaling 
factors p that can be used in the generalised scaling laws. 
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Chapter 6 (R) 
LEAP-ASIA-2019 Centrifuge Test choot 
at University of California, Davis 


Nicholas S. Stone, Trevor J. Carey, Anthony Santana, and Bruce L. Kutter 


Abstract For the LEAP-ASIA-2018 exercise, a centrifuge test was conducted in 
parallel at ten centrifuge facilities, including the University of California, Davis 
(UCD). The experiment consisted of a submerged clean sand profile oriented with a 
5-degree slope subjected to 1 Hz ramped sine wave motions applied at the base of a 
rigid container. This paper explains several details of the experiment at UCD, 
including experiment results, implementation of high-speed cameras and GeoPIV 
software to measure slope deformation, and the presence of vertical accelerations 
due to the Coriolis effect and how the accelerations might affect model perfor- 
mance. In addition, this paper presents data and comparison for both conventional 
(Type A) and generalized (Type B) centrifuge scaling laws. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2018) - 
Generalized scaling law (GSL) - Centrifuge modeling 


6.1 Introduction 


The current phase of LEAP, LEAP-ASIA-2018, involved centrifuge experiments 
conducted at ten different research facilities, including the University of California, 
Davis (UCD). The experiment, similar to LEAP-UCD-2017 and LEAP-GWU-2015, 
consisted of a submerged clean sand deposit sloped at 5 degrees, subjected to a 1 Hz 
ramped sine wave ground motion inputted at the base of the rigid model container. 
The experiments were performed on the 1 m radius Schaevitz centrifuge at the 
Center for Geotechnical Modeling at UCD. The 1 m centrifuge performs shaking in 


N. S. Stone - A. Santana - B. L. Kutter 

Department of Civil and Environmental Engineering, University of California, 
Davis, CA, USA 

e-mail: Trevor.Carey @civil.ubc.ca 


T. J. Carey (%4) 
Department of Civil Engineering, The University of British Columbia, 
Vancouver, Canada 


© The Author(s) 2024 151 
T. Tobita et al. (eds.), Model Tests and Numerical Simulations of Liquefaction 
and Lateral Spreading I, https://doi.org/10.1007/978-3-031-48821-4 6 


152 N. S. Stone et al. 


the circumferential direction of the centrifuge. Detailed specifications by Kutter 
et al. (2019) were provided to facilitate replicability among the different centrifuge 
facilities. The goals of LEAP-ASIA-2018 were filling in the gaps and further 
extending/confirming the trends obtained in LEAP-UCD-2017 and evaluating the 
applicability of generalized scaling laws (Iai et al., 2005). Discussed in these pro- 
ceedings are the model specifications, achieved input motions, sensor results, and 
unique aspects of three centrifuge models, referred to as UCD4, UCDS, and UCD6. 


6.2 UC Davis Test Specific Information 


6.2.1 Description of the Model and Instrumentation 


The same container was used for the UCD experiments as during the LEAP-- 
UCD-2017 exercise (Carey et al., 2020). The container dimensions are 457.2 mm 
(L) x 279.4 mm (W) x 177.8 mm (H). As in 2017, 25.4-mm-thick plastic plates 
were placed on each end wall of the rigid container to obtain the 457.2 mm length. 
The plastic plates were placed to ensure the soil would remain completely sub- 
merged at 1 g and the water would not spill out of the container during spinning. 
Figure 6.1 details the test geometry, sensor locations, PVC blocks, and approximate 
fluid level during spinning in model scale. 

Modeling a flat surface under a radial g-field requires a curved surface with the 
same radius of curvature as the imposed g-field. A slope relative to the radial g-field 
is described theoretically by a log spiral. Carey et al. (2017) showed that a log spiral 
can be approximated by rotating a circular arc by 5 degrees. The maximum error in 
model depth between the log spiral surface and that of the circular arc is 2.2%. 
Figure 6.2 shows the procedure for vacuuming the curved surface using a wooden 
template and flat head vacuum attachment. 
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Fig. 6.1 Model geometry and sensor layout (dimensions in model scale) 
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Fig. 6.2. Wooden template and vacuum tool used to approximate the log spiral surface 


6.2.2 Sensors 


The number of sensors placed in the model was limited by the capacity of the data 
acquisition system; therefore, only the required pore pressure transducers (P1, P2, 
P3, P4, P9, and P10) and accelerometers (AH1, AH2, AH3, AH4, AH11, AH12, 
AV1, and AV2) were included. Specified locations of each sensor are shown in 
Fig. 6.1. 


6.2.3 Scaling Laws 


The scaling laws for LEAP-ASIA-2018 were provided by Iai et al. (2005). In these 
specifications, a factor u was defined as the virtual 1 g scaling factor, leaving 7 as 
the centrifuge scaling factor, and u * 7 as the generalized scaling factor. Figure 6.3 
provides the schematic of generalized centrifuge scaling with factors wand m. 
Table 6.1 provides the generalized scaling relationships for the centrifuge experi- 
ments. Two models were tested using conventional scaling laws (u = 1), while one 
model was tested using the generalized scaling law and a virtual scale factor of 
H = 2. Table 6.2 lists the scaling factors used for each experiment. 


6.2.4 CPT Re-calibration 


In-flight cone penetrometer (CPT) measurements were made using a device 
described by Carey et al. (2018b). The device uses an internal rod, protected by an 
outer sleeve to transmit cone tip forces to a load cell. During the final assembly of 
the CPT device, the internal rod was threaded into the load cell until a preload of 
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1/100 
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Fig. 6.3 Generalized scaling schematic 


Table 6.1 Generalized scaling relationships 


(1) Scaling factors for | (2) Scaling factors for (3) Generalized scaling 

1 g test centrifuge test factors 
Length H n un 
Density 1 1 1 
Time TS n T 
Frequency ys 1/n p/n 
Acceleration | 1 1/ 1/ 
Velocity er 1 wer 
Displacement | i? D pen 
Stress H 1 H 
Strain d 1 i 
Stiffness us 1 p? 
Permeability | p??? n pen 
Pore pressure | u 1 H 


Table 6.2. Scaling factors used for the three UCD experiments 


Virtual 1 g scale factor, u Centrifuge scale factor, n 
UCD4 1 43.75 
UCDS 2 21.9 
UCD6 1 43.75 
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4—9 N on the tip O-ring was achieved, using a procedure summarized by Carey 
et al. (2018b) and described in detail in the documents distributed with the equip- 
ment. Preloading the tip O-ring ensures the gap between the cone shoulder and 
sleeve is closed, and specifying the preload minimizes variable preloads. The 
assembled device was calibrated at the Center for Geotechnical Modeling at 
UCD. A calibration load cell was attached to the top of the rigid aluminum block 
to record the total force as the cone tip was pushed into soft plastic using a pneu- 
matic actuator. The difference between the force measured with the CPT device 
load cell and calibration load cell is attributed to compression of the tip O-ring and 
friction between the internal bracing O-rings. Carey et al. (2018b) showed the mag- 
nitude of friction varied linearly with the cone tip force and therefore could be 
corrected using a calibration factor. The calibration factor was applied to the mea- 
sured cone tip force, and the assembled device was checked once more to ensure 
the recorded force at the tip was identical to the calibration load cell. The calibra- 
tion process was done prior to UCD4. 


6.3 Results 


6.3.1 Achieved Dry Densities 


UCD performed three experiments with varying target densities. The measured 
dry densities were calculated by the measurement of mass and volume of the soil 
in the model container. A more detailed explanation of the method used to mea- 
sure the volume of each model, adapted from Carey et al. (2020), is described 
later. Table 6.3 lists the measured dry density of each constructed model. Model 
construction was achieved by dry pluviation through a no. 16 sieve with three slots 
(Kutter et al. 2019) from a standard drop height, adjusted at each 11.4 mm lift. 
UCD4 and UCDS5 models were pluviated through 1.2-mm-wide slots from a 
660 mm drop height. UCD6 was pluviated though 10.3-mm-wide slots from a 
325 mm drop height. 


Table 6.3 Measured dry densities for the three UCD experiments 


| Measured dry density (s) 
m 


UCD4 [1713 
UCD5 |1712 
UCD6 | 1658 
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6.3.2 Achieved Sensor Locations 


All sensors were placed in accordance with specifications for LEAP-ASIA-2018. 
Sensors were placed using the tools employed to measure locations throughout the 
model; therefore, initial sensor locations were within measurement error of their 
specified locations. Final locations of the sensors were measured during excavation 
following each experiment; these are listed in the LEAP-ASIA-2018 test template. 


6.3.3 Achieved Ground Motions 


The ground motion intensity parameter, PGAgpeciiye, introduced by Kutter et al. 
(2019) was used to characterize the achieved input motions of each model. The 
measured input motions were filtered into their constituents: the 1 Hz signal and 
the superimposed higher frequencies. Then, PGA,; is calculated as 


PGA,, = PGA,, + 1 PGA (The components of PGA,; are given for the experi- 
ments in Tables 6.4a, 6.4b and 6.4c for destructive motions one, two, and three, 


respectively). 


Table 6.4a Destructive Motion 1 PGA for the three UCD experiments 


Destructive Motion 1 

PGA,, (8) PGA err (8) PGA iz (g) PGA (g) 
UCD4 0.191 0.191 0.161 0.059 
UCD5 0.154 0.150 0.131 0.038 
UCD6 0.150 0.143 0.123 0.041 
Table 6.4b Destructive Motion 2 PGA for the three UCD experiments 

Destructive Motion 2 

PGA jaw (8) PGA cr (8) PGA m (8) PGAnr (g) 
UCD4 0.428 0.341 0.249 0.182 
UCDS5 0.341 0.299 0.241 0.117 
UCD6 0.216 0.192 0.165 0.055 


Table 6.4c Destructive Motion 3 PGA for the three UCD experiments 


Destructive Motion 3 


PGA raw (8) PGAcrr (g) PGA n (8) PGAnr (8) 
UCD4 NA NA NA NA 
UCD5 NA NA NA NA 
UCD6 0.513 0.391 0.269 0.245 
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6.3.4 Accelerometer Readings During Destructive Motions 


The acceleration time histories of the input base motions and the four central array 
horizontal accelerometers (AH1, AH2, AH3, and AH4) from each destructive 
motion are shown in Fig. 6.4. The input base motion is taken as the average of the 
time history recorded from AH11 and AH12. The acceleration time histories of the 
two vertical accelerometers (AVI and AV2) during each destructive motion are 
shown in Fig. 6.5. 


* UCD4 


— Destructive Motion 1: Slight amplification of the base motion occurs, espe- 
cially in the top two accelerometers (AH3 and AH4). Accelerometers through- 
out the model remained in phase during the motion. This indicates the soil 
near the ground surface may have undergone some small degree of nonlinear- 
ity, but the bottom remained rigid. 

— Destructive Motion 2: Amplification of the base motion occurs in all acceler- 
ometers, with increasing amplification at shallower depths. Overall, greater 
amplification occurred in M2 than M1. Dilation spikes only occurred in AH4, 
while AH3 and AH4 both lag the base motion, indicating more severe lique- 
faction at shallower depths. 


AH4 
— AHS 
=A 
— — AHI 


Base Motion 


Time (sec) 


Fig. 6.4 Horizontal acceleration time histories for UCD4, UCD5, and UCD6 
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Fig. 6.5 Vertical acceleration time histories for UCD4, UCD5, and UCD6 


UCD5 


Destructive Motion 1: No amplification or phase lag occurs at any accelerom- 
eter, indicating the model behaved as a rigid body. There is little evidence of 
nonlinearity or liquefaction in the acceleration time histories. 

Destructive Motion 2: Amplification of the base motion is observed in all 
accelerometers, with increasing amplification at shallower depths. Similar to 
UCD4 M2, dilation spikes were only measured by AH4, and both AH3 and 
AHA are out of phase with the base motion, indicating more severe liquefac- 
tion at shallower depths. 


UCD6 


Destructive Motion 1: This was the smallest motion performed during the 
three UCD experiments. Slight amplification of the base motion occurred in 
AH3 and AH4 from times 12-16 s. 

Destructive Motion 2: Amplification of the base motion occurred at AH3 and 
AH4. AH3 and AH4 are slightly out of phase with the base motion. This indi- 
cates liquefaction occurred at shallow depths only and at a less severe degree 
than other motions (e.g., UCD4 M2 and UCD5 M2). Dilation spikes during 
this motion are small; however, this model is less dense than UCD4 and 
UCD6, hence, less dilatancy is expected. 
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— Destructive Motion 3: Amplification of the base motion and dilation spikes 
occurred at each accelerometer, with increasing amplification and severity of 
the dilation spikes at shallower depths. AH2, AH3, and AH4 are out of phase 
with the base motion. This was the largest motion performed during the three 
UCD experiments, resulting in the most severe amplification, dilation spikes, 
and phase lag. 


6.3.5 Excess Pore Pressures During Destructive Motions 


The excess pore pressures recorded by pore pressure transducers in the central array 
(e.g., P1, P2, P3, and P4) are shown in Fig. 6.6, and the excess pore pressures as 
recorded at the container ends (P9 and P10) are shown in Fig. 6.7. 


UCD4 MI UCD4 M2 


40 
20 
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P4 
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Fig. 6.6 Excess pore pressures of the central array for UCD4, UCDS5, and UCD6. The initial 
effective stress is approximately 10, 20, 30, and 39 kPa at sensors P4, P3, P2, and P1, respectively 
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Fig. 6.7 Excess pore pressures at model ends for UCD4, UCD5, and UCD6 


* UCD4 


— Destructive Motion 1: The excess pore pressure approached the initial effec- 
tive stress at sensors P3 and P4, but not at P1 or P2. Zero effective stress 
remained after the end of the motion (at 20 s) at P4, while excess pore pres- 
sure immediately started to dissipate at P3 following the end of shaking. This 
implies sustained liquefaction at P4, unsustained liquefaction at P3, and no 
liquefaction at greater depths. 

— Destructive Motion 2: Zero effective stress was reached at sensors P2, P3, and 
P4. Zero effective stress sustained at P3 and P4, but not P2. This implies sus- 
tained liquefaction at P3 and P4, unsustained liquefaction at P2, and no lique- 
faction at the base of the container. Zero effective stress at the base of the 
container is difficult to reach, as no excess pore pressure is generated due to 
an upward hydraulic gradient. 


* UCD5 


— Destructive Motion 1: Zero effective stress was not reached at any depth, 
indicating liquefaction did not trigger during this motion. Due to the lack of 
liquefaction and initially dense state, Destructive Motion 1 could likely be 
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considered a non-destructive event, and Destructive Motion 2 might be con- 
sidered to be the first destructive motion. 

— Destructive Motion 2: Zero effective stress was reached at sensors P2, P3, and 
P4. Zero effective stress remained after the end of the motion at P3 and P4, but 
not P2. This implies sustained liquefaction at P3 and P4, unsustained lique- 
faction at P2, and no liquefaction at the base of the container. 


* UCD6 


— Destructive Motion 1: Zero effective stress was reached at sensors P2, P3, and 
P4. Zero effective stress remained after the end of the motion at P4, excess 
pore pressure started to dissipate after shaking at P3, and excess pore pressure 
started to dissipate before the end of the motion at P2. This implies sustained 
liquefaction only at shallow depths. 

— Destructive Motion 2: Zero effective stress was reached at sensors P3 and P4. 
Zero effective stress remained after the end of the motion at P4, while excess 
pore pressure immediately started to dissipate after the motion at P3. Overall, 
less excess pore pressure was generated during Destructive Motion 1 than 
Destructive Motion 2 even though the effective PGA was greater in Destructive 
Motion 2. This implies the model densified during Destructive Motion 1. 

— Destructive Motion 3: Zero effective stress was reached at sensors P2, P3, and 
P4. Zero effective stress remained after the end of the motion at P3 and P4, but 
not P2. This implies sustained liquefaction at P3 and P4, unsustained lique- 
faction at P2, and no liquefaction at the base of the container. 


6.3.6 Cone Penetration Test Results 


Three cone penetration tests were performed for UCDA, while four were performed 
for UCD5 and UCD6 (Fig. 6.8). For each model, CPT soundings were performed 
prior to the first destructive motion and following each destructive motion. An addi- 
tional CPT sounding was performed at the end of the UCD5 experiment for evalua- 
tion of the applicability of the generalized scaling laws to penetration resistance. 
This will be discussed in more detail in the following paragraphs. All soundings 
were performed in unique locations within the model. 


* UCD4 


— Little change in tip resistance is observed between soundings, indicating the 
specimen did not densify significantly during shaking. This can be attributed 
to the model starting dense (Dg = 84%) and relatively low level of shaking. 


* UCD5 


— CPTI, CPT2, and CPT3 were performed with a centrifuge scaling factor of 
yn = 21.9 and a virtual scale factor of u = 2. CPT4 was performed with a cen- 
trifuge scaling factor of 7 = 43.8 and a virtual scale factor of w=1, as tests 
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Fig. 6.8 CPT results from UCD4, UCD5, and UCD6 


performed using conventional scaling laws. CPT4 was performed to assess 
the applicability of the generalized scaling laws to cone penetration tests. 
CPTA lies on top of CPT3, indicating that generalized scaling laws appear 
applicable for cone penetration tests for this range of virtual scale factors. 
CPT2 showed greater tip resistance than CPT1, CPT3, or CPT4, which were 
almost identical. Because all other CPTs were so similar and there were no 
signs of liquefaction during Destructive Motion 1 in the PPT or accelerometer 
responses, this increase is likely attributed to spatial variability of density than 
densification due to shaking. As in UCDA, densification likely did not occur 
because the model was dense to begin with and shaking intensity was rela- 
tively low. 


* UCD6. 
— At2 m depth, the cone tip resistance increased by 18% during M1, 13% dur- 


ing M2, and 12% during M3. At 3 m depth, the cone tip resistance increased 
by 16% during M1, 9% during M2, and 10% during M3. The increased tip 
resistance is attributed to densification, as this model began at a medium 
dense state (Dg = 68%). 
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Fig. 6.9 Comparison of CPT results to correlations from LEAP-UCD-2017 (2017 data in black) 


— Comparing two models of the same density, UCD6 to UCD3 (from LEAP-- 
UCD-2017, Carey et al, 2020), UCD3 experienced approximately 5% 
increase in tip resistance at 2 m depth over each destructive motion, signifi- 
cantly less than the 18% and 13% during M1 and M2 of UCD6, respectively. 

— Figure 6.9 shows the correlation between cone tip resistances prior to the first 
destructive motions and measured dry density from the LEAP-UCD-2017 
data. The data points from the 2017 tests are shown in black, while the data 
points from LEAP-ASIA-2018 UCD experiments are shown in color. Overall, 
the correlation was able to predict the measured dry density of UCD4, UCDS, 
and UCD6 at various depths. The cone tip resistances used to build the cor- 
relation were taken from tests using conventional scaling laws; however, the 
correlation was able to predict the dry density for UCD5, which was per- 
formed using generalized scaling laws. This is a further indication that gener- 
alized scaling laws may be applicable to cone penetration tests in this sand. 


6.4 Unique Aspects of UCD Experiments 


6.4.1 GeoPIV Surface Survey 


LEAP-GWU-2015 showed inconsistent displacement patterns attributed to variabil- 
ity in hand measurements of surface markers (Kutter et al., 2018); thus, a better 
method for displacement measurement is necessary. Prior to now, there has been 
little success in using conventional sensors to monitor displacement of a submerged 
curved slope. Displacement transducers have been used, but others (Fiegel & Kutter, 
1994) have observed their measurements to be unreliable during liquefaction. 
During LEAP-UCD-2017, the UCD team designed and developed a new procedure 
for tracking lateral surface displacements of a centrifuge model using a wave sup- 
pressing window, GoPro cameras, and GeoPIV software (Carey et al., 20182). This 
procedure was implemented in UCD's experiments for LEAP-UCD-2017. The bot- 
tom of the wave suppressing window is below the curved water surface to reduce the 
reflection of light, like a glass-bottomed boat. A 57 mm gap between the window 
and the side walls of the container allows for a free water surface to ensure that 
window confinement does not cause dynamic water pressure oscillation. Five GoPro 
cameras recording at 240 fps were mounted above the acrylic window (Figs. 6.10 


164 N. S. Stone et al. 


10-32 Bolts supporting 
cameras and cleat tie-downs 


25 mm space between 
lens and acrylic window 


10x macro 


lens 
Camera and 
J lens holder 


4" Bolt to 
hold camera 


GoPro Hero5 
(5 Cameras) \ 


Wave suppressing 
acrylic window, 
bottom below water 


Viewing angles 
of GoPros, 
corrected for 
refraction 


blocks support 
acrylic window 


Fig. 6.10 Profile view of centrifuge container with acrylic glass window, GoPro cameras, and 
macro lenses 
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Fig. 6.11 Top view of centrifuge container with acrylic glass window, GoPro cameras, and 
macro lenses 


and 6.11), each viewing through a 10x macro lens, allowing for a sharply focused 
image of the soil surface. Movement of the first and last surface markers are viewed 
by one camera each, while movement of the interior four surface markers (2—5) are 
viewed by two cameras each. Videos recorded from the five GoPro cameras were 
converted to a series of images using MATLAB and then processed using GeoPIV, 
an open-source software, which has been used extensively for geotechnical applica- 
tions and centrifuge testing (Stanier et al., 2015). Displacements were converted 
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Fig. 6.12 X displacement time history (prototype scale) of six centerline surface markers dur- 
ing UCD6 M1 


from pixels to mm using a process described in Carey et al. (2018a), with a camera- 
specific calibration factor. Figure 6.12 shows the displacement time histories of the 
six centerline surface markers from UCD6 Destructive Motion 1 found using 
GeoPIV and compares the final residual displacement to that measured by hand. 

Another limitation in measuring surface displacements of centrifuge experi- 
ments is spatial density of measurements. The number of surface markers or dis- 
placement transducers that can fit into a model is limited, making it difficult to 
characterize spatial variability of displacements during liquefaction. Using the pro- 
cedure developed, a grid of patches, or areas to be tracked, across each image is 
defined during the GeoPIV processing stage. For the UCD experiments, each image 
was processed using a patch size of 60 pixels square, which corresponds to approxi- 
mately 10-15 mm square in model space (this varies between cameras). Figures 6.13, 
6.14, and 6.15 each show x, y, and z (all dimensions in model scale) displacements 
from UCD4, UCD5, and UCD6, respectively. Displacements in the x and y direc- 
tions were found using GeoPIV; some gaps in data are seen due to low image qual- 
ity in these regions. For the centerband of patches, those within +40 mm of the 
container's centerline, z displacements were interpolated using a cubic spline 
between the centerline surface marker measurements (measured by hand). Although 
not reported herein, Stone (2019) describes how principles of photogrammetry can 
be applied to deduce vertical displacements for regions tracked by two cameras. 
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Fig. 6.13 Top and centerline profile views of model scale displacements found using GeoPIV, 
surface maker measurements, and cubic spline interpolation during UCD4 M1 
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Fig. 6.14 Top view and centerline profile view of model scale displacements found using GeoPIV, 
surface maker measurements, and cubic spline interpolation during UCD5 M2 (almost no dis- 
placement during Destructive Motion 1) 
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Fig. 6.15 Top view and centerline profile view of model scale displacements found using GeoPIV, 
surface maker measurements, and cubic spline interpolation during UCD6 M1 


6.4.2 Vertical Accelerations due to the Coriolis Effect 


As shown in Fig. 6.5, vertical accelerations were observed during each destructive 
motion. Two sources were hypothesized for their excitation: vertical rocking of the 
container and the Coriolis effect. Figure 6.16 shows the vertical acceleration time 
histories, taken as the average from accelerometers AV1 and AV2, located on oppo- 
site ends of the container. When comparing the time histories in Fig. 6.16 to those 
seen in Fig. 6.5, there is no longer the presence of a 3 Hz component, indicating that 
the 3 Hz component was due to rocking. This is corroborated in Fig. 6.5 by observ- 
ing that the 3 Hz components of AVI and AV2 are approximately 180 degrees out 
of phase. 

The theoretical Coriolis acceleration for each destructive motion was calculated 
using the following vector cross product: 
- 20xy, 


rel 


A Coriolis (6.1) 
where V,a is found by time integration of the input base acceleration (average of 
AH11 and AH12) and 2 is the angular velocity of the spinning centrifuge. Figure 6.16 
compares the theoretical Coriolis accelerations to the average recorded vertical 
accelerations. Superimposed on these time histories are the absolute cumulative nor- 
malized errors between theoretical and observed vertical accelerations. As well, the 
time at end of shaking is noted. During all destructive motions of UCD4 and UCD6, 
the vertical accelerations were under-predicted, and free vibration after the end of 
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Fig. 6.16 Theoretical Coriolis acceleration versus average vertical acceleration for UCD4, UCD5, 
and UCD6 


shaking is observed. During UCDS, the vertical accelerations were over-predicted, 
and no free vibration after the end of shaking is observed. This indicates that vertical 
vibration resonance of the shaker system was activated during UCD4 and UCD6, but 
not during UCDS. Using the generalized scaling laws, different shaking frequencies 
were used in UCDS than in the other tests; however, all motions were intended to 
represent 1 Hz in prototype scale. UCD4 and UCD6 were performed with a 1 g scale 
factor of u = 1 and centrifuge scale factor of 7 = 43.8, thus requiring 43.8 Hz model 
scale input motion. UCD5 was performed with a 1 g scale factor of u = 2 and centri- 
fuge scale factor of 7 = 21.9, thus requiring 36.8 Hz model scale input motion (see 
Table 6.1 for time scale factor equation). A consequence of resonance is that vertical 
vibrations continuing after the end of shaker excitation (time = 20 s) could result in 
slower pore pressure dissipation and larger displacements. 


6.4.3 Reversed Slope in UCD6 


The presence of vertical acceleration due to Coriolis effect may have other implica- 
tions on model performance beyond the effect of additional vertical shaking cycles 
due to resonance. Since the Coriolis acceleration is a function of V, (found by 
integration of the horizontal base acceleration), it is 90 degrees out of phase with the 


6 LEAP-ASIA-2019 Centrifuge Test at University of California, Davis 169 


horizontal base acceleration, resulting in an elliptical displacement trajectory of the 
container during shaking. Figure 6.17(a) shows the container’s horizontal and verti- 
cal displacement time histories during UCD6 M1. Horizontal displacement was 
found by double time integration of the filtered base acceleration (average of AH11 
and AH12 processed through a 0.3-3 Hz fourth-order bandpass filter). The vertical 
displacement was found by double integration of the filtered vertical acceleration 
(average of AV1 and AV2 processed through a 0.3—3 Hz fourth-order bandpass fil- 
ter). As expected, the vertical displacement is out of phase with the horizontal dis- 
placement by 90 degrees, reinforcing the conclusion that the vertical accelerations 
are due to the Coriolis effect. This results in a counterclockwise elliptical displace- 
ment trajectory (Fig. 6.17(b)); this is true for every UCD destructive motion. 

It was hypothesized that the direction of the container trajectory, with respect to 
the model slope, could affect model performance. To test this hypothesis, UCD6 
was built with a reversed slope, but at the same initial density (1658 kg/m?) as 
UCD3. Figure 6.18 shows slope orientations of UCD3 (left) and UCD6 (right) with 
respect to the counterclockwise elliptical displacement trajectory of the container. 
The hypothesis is that the counterclockwise trajectory could inhibit downslope 
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Fig. 6.17 (a) Horizontal and vertical displacement time histories of model container during UCD6 
M1. (b) Vertical/horizontal container displacement during UCD6 M1 
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Fig. 6.17 (continued) 
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Fig. 6.18 Opposite slope geometry of two UCD models with respect to counterclockwise ellipti- 
cal displacement trajectory 


displacement for the UCD3 slope orientation and could exacerbate downslope dis- 
placement for the UCD6 slope orientation. Figure 6.19 compares hand-measured 
lateral and vertical surface marker displacements from UCD3 M1 and UCD6 MI. 

A larger base acceleration was input during UCD3 MI (PGA,; = 0.174 g) than 
UCD6 MI (PGA. = 0.137 g). This is reflected by the fact that UCD3 M1 experi- 
enced larger lateral displacements than UCD6 M1. However, Fig. 6.19 also shows 
that vertical displacements were slightly greater in UCD6 than UCD3, the primary 
component of displacement in UCD6 being vertical. 

Figure 6.20 shows CPT soundings before and after M1 from both UCD3 and 
UCD6. It is shown that CPT1 from UCD3 and UCD6 are almost identical, as the 
models began with the same initial density; however, UCD6 experienced greater 
increase in tip resistance than UCD3, on average over the depth of the push. This 
may be attributed to densification during strong shaking. Although it is not 
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Fig. 6.19 Profile view comparison of hand-measured lateral and vertical surface marker displace- 
ments from UCD3 MI (left) and UCD6 MI (right). Each test is shown upslope to downslope as 
left to right for ease of comparison 
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Fig. 6.20 Comparison of CPT profiles before and after M1 for UCD3 and UCD6 
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conclusive, as this is only one test comparison, it may be that reversing the slope in 
UCD6 may affect model performance, causing increased vertical settlement and 
densification for a smaller ground motion. 

It should be noted that vertical accelerations due to the Coriolis effect will only 
arise if shaking occurs in the circumferential direction, and the influence of the 
Coriolis effect increases as the radius of the centrifuge arm decreases. Because the 
Coriolis acceleration is proportional to the angular velocity (Eq. 6.1), it is inversely 
proportional to the square root of the centrifuge radius (Eq. 6.2). 


=2* En x V. 


rel 


(6.2) 


A coriolis 
Tcontrifuge 


6.5 Method for Measuring Dry Density 


The procedure to measure specimen density for the LEAP-ASIA-2018 UCD experi- 
ments follows the procedure described by Carey et al. (2020). Density was calcu- 
lated by mass and volume measurements at several points during model construction 
to check the target density was being reached consistently throughout the model 
depth. At each intermediate check, the surface was vacuumed flat, 15 locations were 
measured and then averaged, and the density was calculated using the mass of 
the lift. 

Reported density of the model used volume and mass measurement of the final 
curved surface. The model height was measured at 11 locations along 3 longitudinal 
lines of the final curved surface, for a total of 33 measurements. Using AutoCAD, a 
curve was fit to the 11 points on the same longitudinal line. The area of each region 
was calculated, and then the model volume was taken as the average of the three 
cross-section areas multiplied by the 279 mm width of the container. Density was 
then calculated using the final mass of the model. The LEAP-ASIA-2018 test tem- 
plate contains supplemental documentation of density calculation for each lift dur- 
ing construction, including the final curved surface. 


6.6 Viscous Fluid Preparation and Saturation 


6.6.1 Viscous Fluid Preparation 


Methylcellulose was used for each UCD experiment to scale pore fluid viscosity in 
accordance with the generalized scaling law, visc = ViSCwater * 427 * y. Prior to cen- 
trifuge testing, several batches of viscous solution were mixed to determine the 
correct proportion of Dow, F50 Food Grade hydroxypropyl methylcellulose power 
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and water, by mass, to achieve the desired viscosity. The ratio of mass of methylcel- 
lulose to mass of water for Type A (u = 1, 7 — 43.75) and Type B (yu 22, 4 - 21.89) 
tests were approximately 2.2% and 1.8%, respectively. 

The methylcellulose was prepared in accordance with the chemical supplier rec- 
ommendation for hot mixed solution. The procedure was as follows: 


1. Warm roughly 1/4 of the required deionized water to 90 ?C. Add methylcellulose 
with a mass that is equal to 8.8% of mass of the deionized water. 

2. Mix solution for 45 min. 

3. Dilute the mixture with the same mass of water from step 1 at room temperature. 
Mix for additional 10 min. Following mixing, the solution should be at roughly 
double concentration. 

4. Cool overnight. 

5. Using an approximately 200 g sample of the stock solution, 208 g of room tem- 
perature deionized water was added and mixed. Viscosity of the solution was 
checked using a Cannon instrument size 2 Ubbelohde viscometer. 

6. Step 5 was repeated if necessary, adjusting the amount of deionized water added, 
to determine the correct ratio of deionized water and stock until the desired vis- 
cosity is obtained. 

71. Lastly, the entire batch of methylcellulose was mixed with the correct ratio of 
water and stock found in step 6. 


6.6.2 Saturation 


The same saturation procedure, as presented in Carey et al. (2020), was followed for 
each of the UCD models. Initially, the dry model and container were placed in a 
vacuum chamber. 97 kPa of vacuum was applied, and then the vacuum was shut off, 
and the chamber was flooded with CO,, until the vacuum was reduced to 1—2 kPa. 
The CO, flow was then shut off, and 97 kPa vacuum was reapplied. This cycle was 


repeated two more times. Following the third evacuation, the residual concentration 
101.4-97 Y 


of nitrogen and oxygen gas in the chamber should be| —777—J = 0.008% of its 


initial concentration. The methylcellulose solution was de-aired and dripped onto a 
sponge located on the top surface of the sand. A pool of de-aired methylcellulose 
solution was maintained in the lowest edge of the container. As the wetting front 
progressed toward the top of the model, the size of the pool was allowed to grow. 
The top corner of the slope was the last portion of the model to saturate in order to 
avoid entrapping residual gas within the model. 97 kPa vacuum was maintained 
throughout the infiltration of methylcellulose. Once the model was completely satu- 
rated and the surface submerged, the vacuum was slowly released. 

The degree of saturation was then checked using the method described in the 
specification (Kutter et al. 2019), modified from Okamura and Inoue (2012). The 
vacuum chamber was opened, and a tethered float, delineated with a 1 cm grid, was 
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Fig. 6.21 Lasers positioned so lines make cross-hair at float on surface of methylcellulose 


placed on the methylcellulose surface. Laser pointers were positioned on the con- 
tainer walls pointing downward at the floating grid with a 5-degree angle. The laser 
pointer and float configuration are shown in Fig. 6.21. The transparent cover was 
placed back over the vacuum chamber, and the locations of the lines from the lasers 
on the float were noted. A 10 kPa vacuum was applied, and the locations of the laser 
lines were recorded again. Changes in the location of the laser lines are presumed to 
be caused by volume change of trapped gas in the model. Using Boyle's law, the 
volume of air and degree of saturation can be estimated. No movement of the laser 
lines was observed for each of the experiments, so the degree of saturation was esti- 
mated to be better than 99.99%. The corresponding CO, gas content is 0.01% of the 
viscous fluid volume, which could easily dissolve in the viscous fluid during spinning. 


6.7 Conclusions 


This paper describes the three experiments performed on the 1 m centrifuge at the 
University of California, Davis as part of the LEAP-ASIA-2018 exercise. Two 
experiments were performed using conventional centrifuge scaling laws, and one 
experiment was performed using generalized scaling laws. The model performance 
and results for multiple destructive ground motions were presented. Two unique 
aspects of the tests performed were also discussed: using GeoPIV to measure sur- 
face displacements and the implications of the Coriolis effect on model perfor- 
mance. Additionally, methods for measuring dry density, mixing viscous fluid, and 
model saturation are explained. 

Destructive Motion 1 in UCDS did not cause liquefaction, which is evident by 
the low excess pore pressures and nearly rigid acceleration response. For this 
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reason, Destructive Motion 2 in UCD5 may be better suited for comparisons. 
Liquefaction was observed for all other motions. A third, very large, destructive 
motion was performed in UCD6 to cover a broad range of ground motion intensi- 
ties. Little to no change in cone tip resistance was observed in UCD4 or UCD5, due 
to their high initial densities and relatively low level of shaking; however, cone tip 
resistance increased during each destructive motion in UCD6, due to its initially 
medium dense state. A fourth CPT was performed at the end of UCD5, to compare 
soundings under conventional and generalized scaling; the results coincided nicely. 

GeoPIV was used to survey surface displacements during each experiment. Its 
use allowed for time histories of displacement and greater spatial resolution of mea- 
surements. Displacement patterns were consistent with other sensors in their indica- 
tion of liquefaction severity. Final displacements, as measured by GeoPIV, also 
matched surface marker hand measurements reasonably well. 

The cause of non-specified vertical accelerations during each destructive motion 
was attributed to the Coriolis effect. Additional cycles of vertical shaking were mea- 
sured in UCD4 and UCD6, attributed to resonance in the shaker system being acti- 
vated by the input acceleration frequency. Time integrating container mounted 
horizontal and vertical accelerometers showed the container displacement trajecto- 
ries followed a counterclockwise elliptical trajectory for every motion. Comparing 
surface marker and CPT data from two models of the same initial density (UCD3 
and UCD6) showed that slope orientation with respect to this orientation may affect 
model performance. 
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Chapter 7 A 
LEAP-ASIA-2019 Centrifuge Test xs 
at Ehime University 


Mitsu Okamura and Asri Nurani Sjafruddin 


Abstract Three centrifuge tests were conducted at Ehime University for the LEAP- 
ASIA-2019 exercise. The experiment consisted of a submerged clean sand, with a 
target relative density of 6596, with a 5-degree slope in a rigid container. Models 
were prepared along with the specifications, and each model was subjected to a 
ramped sine wave base motion. Models were designed so that they simulated the 
same prototype at different scaling factors to verify the validity of the generalized 
scaling law. This paper provides an overview of the models and some details of the 
effects of the scaling factor on the pore pressure responses and deformation of 
the models. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modeling 


7.1 Introduction 


This paper presents three centrifuge tests conducted at Ehime University (EU) in the 
LEAP-ASIA-2019 project. Two of them, models EU-1 and EU-2, were the same as 
those of tests in LEAP-UCD-2017, and one test, model EU-GS1, was newly con- 
ducted in the present project. Models were designed so that they simulated the same 
prototype at different scaling factors to verify the validity of the generalized scaling 
law (Iai et al., 2005). Model configuration, preparation techniques, and sand used 
are in accordance with “LEAP-UCD-2017 Version 1.01 Model Specifications” 
(Kutter et al., 2018) otherwise mentioned. 
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7.2 Centrifuge Model 


7.2.1 Model Description 


A rigid model container was used with internal dimensions of 50 cm long, 12 cm 
wide, and 23 cm deep. Three models were prepared at a target relative density of 
65%, saturated with viscous fluid and tested at either 40 g or 20 g. Figure 7.1 shows 
a side view of the models. All the corresponding prototype dimensions are the same 
as those specified with an exception that the prototype width was approximately 
half of that specified. 

The prototype being simulated in this study is a fully submerged medium dense 
Ottawa sand slope with a slope angle of 596. This prototype was modeled in two 
ways; one was a well-established centrifuge modeling technique where a model 
geometrically reduced by a factor of 40 was tested at 40 g centrifugal acceleration. 
The sand in the model was the same as the prototype but saturated with a fluid 
which was 40 times more viscous than water to closely simulate the prototype sand 
permeability. The other was the generalized scaling law. Iai et al. (2005) proposed a 
scaling law by combining the centrifuge scaling law with a scaling law for 1 g 
dynamic model tests. The scaling factors for the centrifuge test 7 = 20 and 1 g test 
pt = 2 were selected in this study to represent the same prototype. The model was 
prepared with the same sand but saturated with a fluid with different viscosity, sub- 
jected to 20 g centrifugal acceleration and shaken with similar base input motion 
with different acceleration amplitude and frequency. Scaling factors for tests in this 
study are summarized in Table 7.1. 


CPTI CPT2 cpr 


PPM 


AH11, AH12 E—P 


Fig. 7.1 Schematic of models 
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Table 7.1 Summary of scaling factors 


Scaling factors (prototype/model) 
Centrifuge: 7 40 
lgu 1 
Length 40 
Density 1 1 
Time 40 33.6 
Shaking acceleration 0.025 0.05 
Shaking frequency 0.025 0.0297 
Stress 1 2 
Strain 1 1.41 
Displacement 40 56.6 
Permeability 1 1 
7.2.2 Sand 


Ottawa F-65 sand (Bastidas et al., 2017) was used in all the experiments, which was 
shipped out from UC Davis on March 2017. Sieve tests on the sand confirmed that 
grain size distributions of the sand used in EU were consistent with those shown in 
the specifications. 


7.2.3 Placement of Sand 


Dry sand stored in an air-conditioned room, where humidity was kept low, was 
pluviated into the container through a screen with an opening size of 1.0 mm, rather 
than 1.2 mm specified in the specification, because openings of the standard sieve in 
JIS (Japanese Industrial Standards) are slightly different from ASTM. 

An arrangement of the screen masked off was used to achieve the target relative 
density. 12 mm slots spaced at 25 mm were used for preparing the sand bed with a 
relative density of 65%. After the pluviation of the sand, the surface of the model 
was leveled using a vacuum device, and the height of the model surface was mea- 
sured to calculate dry density. The procedure of the measuring height was the same 
as that specified. The surface was sloped using the vacuum device to 5 degrees, and 
18 surface markers were set (Fig. 7.2). The depth of the sand on the centerline was 
10 cm for all models tested in this study. 
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Fig. 7.2 Model before saturation 


Table 7.2 Model properties and test conditions 


Scaling 
factor Before Motion #1 
Fluid Relative Degree of 

Test | Target Peak prototype viscosity density Dr. | saturation, Sr 
code | Dr.(%) |n p. | acceleration (g) (cSt) (%) (%) 
EU-1 | 64 40 1 | 0.169 44 64 99.3 
EU-2 | 67 40 1 | 0.178 40 67 99.4 
EU- |64 20 2 |0.188 33 64 99.5 
GS1 


7.2.4 Saturation 


The model container was moved into a vacuum chamber, and the air in the chamber 
was replaced by CO). This was achieved by introducing vacuum pressure of —95 kPa 
and flooding CO, gas. De-aired viscous fluid was dripped into the lower end of the 
model slope while keeping the vacuum of —95 kPa constant in the chamber and a 
fluid supply tank (Okamura & Inoue, 2012). The viscous fluid was a mixture of 
water and hydroxypropyl methylcellulose (type 60SH-50) termed Metolose from 
Shin-Etsu Chemical Company (Shin-Etsu Chemical Co., Ltd., 1997). This Metolose 
solution was prepared by dissolving 1.8% or 1.5% Metolose by weight in water, so 
as to achieve a viscosity of 40 or 33.6 times that of water (40 cSt or 33.6 cSt kine- 
matic viscosity), respectively. The viscosity of the fluid in each model was mea- 
sured at room temperature before and after the tests with a rotational viscometer and 
presented in Table 7.2. 

On completion of the saturation process, the vacuum in the chamber was released, 
and the model was rested in the atmospheric pressure for a few hours. A small 
change in the pressure of approximately 10 kPa was applied to the chamber at a 
constant rate approximately 5 kPa/min, and water level was measured with a LED 
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displacement transducer with the resolution of 10 um. The degree of saturation of 
the models was measured with the method developed by Okamura & Inoue (2012) 
and summarized in Table 7.2. The degree of saturation was in a range between 
99.3% and 99.5%. In the centrifuge, hydrostatic pressure of the model was enhanced, 
and most of the remaining air and CO, bubbles in soil pore are considered to have 
dissolved (Kutter, 2013), which increased further the degree of saturation. 


7.2.5 Test Procedure 


Three tests were conducted in this study. Models EU-1 and EU-2 were tests at 40 g, 
while the model EU-GS1 was tested at 20 g and applied the generalized scaling law 
to further scale up to the prototype. Shaking tests and CPT were carried out at 40 g 
or 20 g as schematically illustrated in Fig. 7.3. The centrifuge was spun up and 
down to mount and unmount the CPT device. Locations of the surface markers were 
measured with a ruler, and the relative density of the model was estimated from the 
average settlement. 

Cone penetration tests were performed before and after the destructive ground 
motion with a CPT device designed and fabricated at UCD. Two penetration tests 
were conducted at a time at intervals of 5 cm (12.5 times the cone diameter). The 
rate of cone penetration was 0.6 mm/s in model scale, which was slower than that 
specified. 

Two destructive shaking tests, Motion #1, were conducted with the tapered sine 
wave of a maximum prototype acceleration amplitude of 0.15 g. In the second 
destructive shaking tests, the same motion as the first one was imparted again to 
evaluate the evolution of the behavior of the model due to the previous shaking event. 

All the data was recorded at a sampling rate of 2000 per second during shaking 
and after shaking for approximately 20 s until the generated pore pressure com- 
pletely dissipated. In the subsequent section in this paper, all the test results are in 
prototype scale otherwise mentioned. Note that data were not applied any numerical 
filtering. 


C A CPT 
es , 3» Destructive shaking 
Acceleration 


CPTI Motion #1 CPT2 


40g 


EU-1 & 
EU-2 (2017) 


|. — EU-GSI (2018) 


Time 


Fig. 7.3 Centrifuge test sequence 
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7.3 Results 


7.3.1 Input Acceleration 


Input base accelerations measured at the base of the container are shown in Fig. 7.4. 
In order to duplicate the specified tapered sine wave by the mechanical shaker, rota- 
tion rate of camshaft changed with time accordingly. The shaking initiated at the 
time ¢ = 0, and the rotation rate increased linearly with time until t = 10 s and 
decreased thereafter. Therefore, the acceleration frequency was very close to 1.0 Hz 
for t= 9-13 s and between 0.7 and 0.9 Hz for t = 5-9 s and t= 13-15 s. 


7.3.2 CPT 


CPT was conducted at two locations indicated as “CPT 1” in Fig. 7.1 before shaking. 
Vertical profiles of cone tip resistances before shaking are indicated in Fig. 7.5. The 
tip resistances for EU-GS1 at two locations are almost the same and very similar to 
that of EU-1, confirming the model uniformity and reproducibility. 


7.3.3 Excess Pore Pressure Response 


Figure 7.6 shows excess pore pressure ratios (EPPRs) measured on the centerline of 
the models EU-1 and EU-GS1. EPPRs of EU-1 reached unity except for p1, indicat- 
ing that the soils in EU-1 liquefied from the surface to the depth close to the bottom. 
While for EU-GS1, EPPR increased in a quite similarly manner at the beginning of 
shaking event, however, the maximum value of EPPRs was slightly lower than those 
in EU-1 and short to the liquefaction condition (EPPR = 1) followed by initiation of 
pore pressure dissipation during shaking. 

Figure 7.7 compares long-term excess pore pressure (EPP) responses for EU-1 
and EU-GS1. Duration for liquefaction condition lasted after shaking and the time 


> 


Acceleration (m/s) 


Time (s) 


Fig. 7.4 Input accelerations of Motion #1 for EU-1 and EU-GS1 
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Fig. 7.5 Cone tip resistance before shaking for EU-2 and EU-GSI 


— — EU-GSI —— EU-1 


Excess Pore Pressure Ratio 


Acceleration (m/ s) 


Time (s) 
Fig. 7.6 Time histories of excess pore pressure ratio 
for pore pressure dissipation were much longer for EU-1 than EU-GS1. A possible 


reason for the difference in pore pressure responses is permeability of the soil. The 
sand in EU-GS1 was saturated with the viscous fluid of 33.6 cSt, and the 
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Fig. 7.7 Long-term comparison in excess pore pressures 


corresponding permeability was 1.7 (=33.6/20) times lower than the prototype sand. 
Therefore, the permeability of the sands does not explain the difference in EPPR 
response between EU-1 and EU-GS1. The other reason may be the difference in 
stress level. The self-weigh stress in model EU-GS1 is half of that in EU-1 and the 
sand behaved more dilative. 


7.3.4 Deformation of the Model 


Figure 7.8a shows locations of surface markers in model scale before and after the 
shaking. For EU-2, the upmost and the downmost markers near the side walls of the 
rigid container stayed almost in the same location due to the side wall confinement. 
Except for those locations, the surface subsided in the upstream side and heaved in 
the downstream side. Horizontal displacement was in the range from 0 to 3 mm, 
while for EU-GS1, both vertical and horizontal displacements of the surface mark- 
ers were half or less as compared with EU-2. Figure 7.8b indicates prototype hori- 
zontal displacement. Horizontal displacement for the EU-2 was on the order of half 
of EU-2. This may be due to the fact that the extent of liquefaction of sand in 
EU-GS1 was limited. 
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Fig. 7.8 Vertical and horizontal displacement of surface markers 


7.4 Conclusion 


This paper describes three centrifuge tests conducted at Ehime University for 
LEAP-2017 and LEAP-ASIA-2019. The tested models were fully saturated uni- 
form sand slope with a relative density of 65%. All the models were subjected to the 
same simulated prototype base motion consisted with ramped sine wave. 

Although the soil profiles including the relative density and cone tip resistance 
were quite similar for all the models, excess pore pressure was slightly lower and 
dissipated swiftly after shaking for model EU-GS1 (conducted at 20 g) as compared 
with the other two tests, EU-1 and EU-2 (performed at 40 g). Deformation of the 
sand for EU-GS1 was also smaller than EU-1 and EU-2. These differences may be 
due to the different pressure level, which resulted in more dilative behavior for 
EU-GS1 conducted at lower centrifugal acceleration of 20 g. 


Acknowledgments The experimental work was supported by JSPS KAKENHI grant numbers 
26282103 (PI: Prof. S. Iai) and 17H00846 (PI: Prof. T. Tobita). The authors would like to thank a 
technical staff, R. Tamaoka, and graduate student, T. Inoue, for their assistance to perform centri- 
fuge tests. 


186 M. Okamura and A. N. Sjafruddin 


References 


Bastidas, A. M. P., Boulanger, R. W., Carey, T. C., & DeJong, J. (2017). Ottawa F-65 sand data 
from Ana Maria Parra Bastidas. https://datacenterhub.org/resources/ottawa f 65 

Iai, S., Tobita, T., & Nakahara, T. (2005). Generalized scaling relations for dynamic centrifuge 
tests. Geotechnique, 55(5), 355—362. 

Kutter, B. L. (2013). Effects of capillary number, bond number, and gas solubility on water satura- 
tion of sand specimens. Canadian Geotechnical Journal., 50(2), 133-144. 

Kutter, B. L., Carey, T. J., Stone, N., Bonab, M. H., Manzari, M., Zeghal, M., Escoffier, S., Haigh, 
S., Madabhushi, G., Hung, W. Y., Kim, D. S., Kim, N. R., Okamura, M., Tobita, T., Ueda, K., & 
Zhou, Y. G. (2018). LEAP-UCD-2017 V. 1.01 model specifications. In Proc LEAP-UCD-2017 
workshop — Lateral spreading in a rigid box. 

Okamura, M., & Inoue, T. (2012). Preparation of fully saturated model for liquefaction study. 
International Journal of Physical Modelling in Geotechnics, 12(1), 39-46. 

Shin-etsu Chemical Co., Ltd. (1997). Metolose brochure. Cellulose Department. 


Open Access This chapter is licensed under the terms of the Creative Commons Attribution 4.0 
International License (http://creativecommons.org/licenses/by/4.0/), which permits use, sharing, 
adaptation, distribution and reproduction in any medium or format, as long as you give appropriate 
credit to the original author(s) and the source, provide a link to the Creative Commons license and 
indicate if changes were made. 

The images or other third party material in this chapter are included in the chapter's Creative 
Commons license, unless indicated otherwise in a credit line to the material. If material is not 
included in the chapter's Creative Commons license and your intended use is not permitted by 
statutory regulation or exceeds the permitted use, you will need to obtain permission directly from 
the copyright holder. 


Chapter 8 (f 
LEAP-ASIA-2019 Centrifuge Tests xs 
at University Gustave Eiffel 


Sandra Escoffier, Zheng Li, and Philippe Audrain 


Abstract In the framework of the LEAP-ASIA-2019 exercise, two dynamic centri- 
fuge tests on a gentle slope of saturated Ottawa F-65 sand have been performed at 
the centrifuge of University Gustave Eiffel. These tests were conducted in parallel 
with other tests performed in nine other centrifuge centers. In addition to the objec- 
tives of the LEAP-UCD-2017 (comparison of the experimental results, e.g., effect 
of the experimental procedure or of test parameters on the results, and providing of 
a database for numerical modeling), the new objective was to evaluate, through the 
tested configuration, the generalized scaling approach described by Iai et al. 
(Géotechnique 55(5):355—362, 2005). In this framework, all the centrifuge teams 
have performed two types of tests. Considering the same prototype geometry, the 
first test was performed following the classical approach used in centrifuge model- 
ing, and the second test was performed considering the generalized scaling law 
(GSL). Following the test matrix and test specifications of LEAP-ASIA-2019, 
University Gustave Eiffel has performed two model tests (test A2 renamed 
UGE-1/50-62 and test A3 renamed UGE-2/25-62). The two tests have been per- 
formed on a slope sand with the same relative density (6296) considering a target 
motion PGA,; = 0.3 g (1 Hz ramped sine at the prototype scale). 

In this paper, the test setup and the deviations from the specifications such as the 
experimental setup improvement that have followed the LEAP-UCD-2017 tests are 
presented in detail. The results obtained from the two tests are then provided at the 
prototype scale for comparison. The obtained input base motions are first presented 
followed by the characterization of the soil through CPT profiles. The responses of 
the saturated sand slopes for both tests are then detailed through the analysis of the 
pore pressure buildup, the accelerations in the soil, and the displacements measured 
through surface markers and embedded sensors. Some preliminary results of the 
global scaling approach are then discussed. 
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Generalized scaling law (GSL) - Centrifuge modeling 


S. Escoffier (54) - Z. Li - P. Audrain 
Centrifuges for Geotechnics Lab., Univ. Gustave Eiffel, GERS-CG, Bouguenais, France 
e-mail: sandra.escoffier @ univ-eiffel.fr 


© The Author(s) 2024 187 
T. Tobita et al. (eds.), Model Tests and Numerical Simulations of Liquefaction 
and Lateral Spreading II, https://doi.org/10.1007/978-3-03 1-48821-4_8 


188 S. Escoffier et al. 


8.1 Introduction 


Actual researches in numerical modeling on liquefaction phenomena such as 
advanced numerical technics based on multiscale approach in large deformation 
(Callari et al., 2010) highlight the need of experimental database for the calibration 
and the validation processes. In an effort to improve the quality and reliability of the 
experimental data, a first series of cross tests was performed in the framework of the 
LEAP-GWU-2015. The analysis of the results, presented in Kutter et al. (2018), 
highlights that the control of the initial conditions and of the ground motion are key 
points for cross testing. 

Following this first step, one of the objectives of the LEAP-UCD-2017 research 
program was to provide high-quality laboratory and centrifuge test data. A total of 
nine centrifuge teams were involved in this experimental research work. Following 
the model specification document, each team has performed a series of dynamic 
tests on a gentle slope of saturated Ottawa F-65 sand. The objective of the specifica- 
tions was to minimize the discrepancies between the experimental procedures fol- 
lowed in each centrifuge team in order to evaluate the quality of liquefaction 
centrifuge tests and the effects of procedure deviations on the obtained results 
through cross testing. In addition to this repeatability step, additional tests with dif- 
ferent densities and base shaking amplitudes were performed. The objective was to 
highlight the sensitivity of the response to the soil density and base shaking level. 
Analysis of the results enabled to conclude that the use of standardized centrifuge 
CPT is more reliable for soil characterization than the density obtained from weight 
and dimension measurements (Kutter et al., 2018). 

For the next step of the LEAP program, LEAP-ASIA-2019, the new results will 
be included in the previous database, and they will be compared to the tendencies 
observed from the previous stages. In addition, the new objective of this LEAP 
exercise is to provide data to analyze the effectiveness of the generalized scaling law 
(GSL), described by Iai et al. (2005), for the tested configuration (1.e., gentle sub- 
merged slope of sand subjected to a ramped sine loading). In this framework, each 
of the ten centrifuge teams has performed centrifuge tests at two different centrifuge 
levels. The first test was performed considering the classical approach used in cen- 
trifuge modeling with a scaling factor for centrifuge test of 7, and the second test 
was performed considering the generalized scaling law approach with a scaling 
factor for 1g test of jj and a scaling factor for centrifuge test of y. For both tests, 
the prototype was the same and the scaling factors were verified 7, = 5 X p2. 

In the following, the name of the tests performed highlights the test conditions. 
The UGE-1/50-62 test refers to a test performed at 50g considering a virtual test 
with a scaling factor of 1, and the UGE-2/25-62 test refers to a test performed at 25g 
considering a virtual test with a scaling factor of 2. In both cases, 62 refers to the 
relative density (61.6%). 
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(c) 3 density boxes 
(a) tank of sand 


(b) automatic back and forth device 


Fig. 8.1 Pluviation setup and density boxes 
8.2 Test Specifications and Generalized Scaling Laws 


6.2.1 Target Density 


Following the LEAP-UCD-2017, it was asked to University Gustave Eiffel to per- 
form centrifuge tests on medium dense Ottawa F-65 sand with a target density of 
1654 kg.m^. Consequently, a new calibration of the pluviation system has been 
made. The same pluviation setup was used as in the previous LEAP exercise 
(Fig. 8.1). Due to the French standard, the selected sieve had an opening of 1.25 mm. 
This sieve was attached to an automatic hopper that enables back and forth horizon- 
tal movements along the whole length of the container (in the X-direction), and a 
sand tank placed above the sieve enables to maintain a constant flow during the 
pluviation process. To obtain the request density, two slots with an opening width of 
25 mm and an axe-to-axe distance of 50 mm were selected. The falling height was 
fixed at 500 mm, and the length of the opening was sufficient to cover the whole 
width of the container (in the Y-direction) avoiding problems of overlapping for the 
pluviation process. A density of 1644 kg.m^? was obtained (the average value 
obtained during the calibration process from three measurements of box density, 
Fig. 8.1c). Considering the average values of the maximum (1757 kg.m^?) and mini- 
mum (1490 kg/m?) densities recently provided by Carey et al. (2020), it corresponds 
to a relative density of 61.696. 


8.2.2  Generalyzed Scaling Laws 


Due to the capacity in frequency and acceleration of University Gustave Eiffel 
shaker, it was asked to perform a first test at 50g centrifuge and a second test at 25g 
centrifuge, considering, respectively, a scaling factor for the virtual 1g model of 1 
and 2. Due to the generalyzed scaling laws, these two configurations should enable 
to obtain the response of the same prototype. Table 8.1 summarizes the generalized 
scaling factors for the tests performed at University Gustave Eiffel. 
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Table 8.1 Generalyzed scaling factors for the two tests performed at University Gustave Eiffel 
centrifuge 


Scaling Scaling Generalized scaling factors 
factors for | factors for | Theoretical | UGE-1/50-62 UGE-2/25-62 
1g test centrifuge | expression | scaling factor scaling factor 
test (uw = 1, =50) (u = 2, = 25) 
Length I n un 50 50 
Density 1 1 1 1 1 
Time "zz " nz 50 42 
“Frequency | 75 m n 0.02 0.024 
Acceleration | | l/n l/n 0.02 0.02 
| Velocity "zz 1 "n 1 1.68 
Displacement | 4'? n un 50 70.7 
Stress M 1 Hu 1 2; 
Strain pos 1 pos 1 1.4 
“Stiffness pos 1 pos 1 14 
Permeability | 497 n uen 50 42 
Pore pressure | ju 1 M 1 2 


8.3 Test Configuration and Procedure 


8.3.1 Sensor Layout and Container Modifications 


In the case of the tests performed at University Gustave Eiffel, the inner dimensions 
of the rigid container are 400 mm (L) x 200 mm (W) x 200 mm (H) (Fig. 8.2a). Due 
to the shaker properties, this container is rigidly fixed with 12 screws inside an ESB 
container where each corner is blocked with a vertical bar. As for the tests per- 
formed in the framework of LEAP-UCD-2017, additional sand was put in place 
between the outer and inner container to reduce the presence of harmonics due to 
resonance phenomena of the assembly that were observed during the preliminary 
tests (Fig. 8.2b). 

A cross view and a top view of the sensor layout are presented in Figs. 8.3 and 
8.4 in the case of the UGE-1/50-62 test (target coordinates). The target coordinates 
for the UGE-2/25-62 test are the same. 

A total of 10 accelerometers, 6 pore pressure sensors, and 18 surface markers 
were used. The same markers as for the LEAP-UCD-2017 were used. The diameter 
of the surface markers was two times smaller than the recommended design 
(improved design with an external diameter of 13 mm). The locations of the markers 
in the X- and Y-directions were performed with a steel rule with a precision of 
1 mm, and the Z location was performed with a laser sensor. The precision of the Z 
position is smaller than 0.5 mm as requested in the specifications. The surface mark- 
ers have been put in place before the saturation process, and their locations have 
been measured at 1g before the first spin up of the centrifuge and after each base 
shaking (Motion #1 and Motion #2) once the centrifuge was spun down. 
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(a) 


Fig. 8.2 Rigid steel box especially built for the LEAP project at University Gustave Eiffel and 
placement of the rigid box inside the blocked ESB container 


aut» Rigid container fave 


Slope : 5° 


37.5 (Motion 1) 
51.5 (Motion 2) 


* Required accelerometer ++ Highly recommended accelerometer = Bender element 
* Required PPT * Highly recommended PPT 


Fig. 8.3 Cross view of the instrumentation layout of the UGE-1/50-62 test (target coordinates at 
the model scale in mm) 


The shear velocity of the soil was characterized with a pair of bender element 
that was put in place during the pluviation. The bender elements are of the same 
type as that described by Brandenberg et al. (2006). Measurements have been made 
before the first event and after each motion. The analysis of the results is currently 
underway. 

In addition, in both containers, three CPTs were made. In each test, the first, 
second, and third CPT characterized, respectively, the initial state of the soil and the 
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400 
+> Required accelerometer *-* Highly recommended accelerometer ® Surface markers 
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@ Penetrometer 


Fig. 8.4 Top view of the instrumentation layout of the UGE-1/50-62 test (target coordinates at the 
model scale in mm) 


state of the soil after Motion #1 and Motion #2. The CPT used was the one devel- 
oped at UC Davis (Carey et al., 2018), which has an external diameter of 6 mm. 
Previously to the centrifuge tests, the CPT was calibrated. The calibration curve 
highlights a hysteresis (Fig. 8.5) and a new calibration will be done. However, all 
the data presented for the CPTs take into consideration this initial calibration. 

In the case of University Gustave Eiffel 1D shaker, the direction of the solicitation 
is parallel to the axis of the centrifuge (Chazelas et al., 2008). From the specifica- 
tions, the radius between the surface of the soil in a transvers cross section and the 
center of rotation of the centrifuge should be constant. Consequently, the surface 
should have a circular shape in the direction perpendicular to the base shaking. 
However, the distance between the axis of rotation of the centrifuge and the center 
of the soil surface is 5.063 m. Considering that the inner dimension of the container’s 
width is 0.2 m, the difference in height between the midpoint and the corresponding 
point at the lateral sides should be 1 mm. As this value is in the range of precision of 
the leveling of the surface, the soil surface was not curved in the Y-direction. 


8.3.2 Viscous Fluid 


In order to verify the scaling law and avoid scaling conflict between the velocity of 
deformation and the diffusion phenomena, viscous fluid has been used. This viscous 
fluid is a mixture of tap water, HPMC (Culminal MHPC 50), and biocide that is 
added in order to avoid the decrease of the viscosity with time (OKathon biocide). 
For the first test, the viscous fluid was obtained by mixing 28 g/l of HPMC pow- 
der with 120 ml of biocide (296 of concentration) and 880 ml of tap water based on 
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Fig. 8.5 Calibration of the UC Davis CPT 


a series of viscosity measurements and the temperature of the centrifuge room. 
After 5 days, the viscosity was measured between 64 and 60 cSt for a temperature 
of 19 °C (measurements at other temperature haven’t been performed due to a prob- 
lem with the thermostatic bath). At the beginning of the UGE-1/50-62 test, the tem- 
perature of the centrifuge room was about 18.5 °C. However, due to the small 
dimensions of the container compared with that of the ESB box usually used, it was 
decided to introduce after Motion #1 a temperature sensor in the soil. This sensor 
was introduced at one corner of the box located at the top of the slope (X = —200 mm, 
Y = 100). Due to the length of the sensitive part of the sensor, the value is representa- 
tive of a full-thickness temperature evaluation of the soil/fluid mixture. After the 
stabilization, the temperature was measured at 26.7 °C. Unfortunately, no viscosity 
test was performed on the fluid at this temperature during the day of the centrifuge 
test. After the centrifuge test, viscosity measurements were made but on a fluid 
taken directly above the soil surface. The viscosity measured was very high between 
97 cSt at 19 °C and 73.07 cSt at 26 °C. Among the reasons that can explain such a 
large difference between the viscosity before and after the test, there is the evapora- 
tion. However, the viscosity measurements are sensitive to the presence of impuri- 
ties. As the fluid was taken above the soil surface, it could have contained impurities. 
Consequently, these values should be considered with caution. 

Therefore, for the second test, UGE-2/25-62, a temperature sensor was intro- 
duced at the same location to monitor the temperature before each base shaking. In 
addition, this measurement, in parallel with viscosity measurement, will be done 
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during the next step of the LEAP program to increase the relevance of the viscosity 
value during the base shaking. 


8.3.3 Saturation Process 


Compared to the LEAP-UCD-2017 tests performed by University Gustave Eiffel, 
the saturation system was improved for the LEAP-ASIA-2019 tests. Figure 8.6 
presents the new experimental setup for saturation at 1g. The soil container, the 
viscous fluid tank, and the pump that enables the transfer of the viscous fluid from 
the tank to the container are all placed in the same vacuum chamber. The lid is a 
thick plate of Plexiglas that enables to have a top view of all the soil surface during 
all the saturation process. Once the container, the viscous fluid, and the fluid pump 
are in place inside the vacuum chamber, a powerful vacuum pump enables to obtain 
an absolute pressure of 90 mbar in less than 30 minutes. Once this requested abso- 
lute pressure is obtained, the vacuum chamber is filled with CO, up to the atmo- 
spheric pressure. Following the saturation process described by Kutter (2013), the 
absolute pressure is once again decreased up to 90 mbar, and a CO, flow is once 
again introduced into the vacuum chamber until the pressure returns to the value of 
the atmospheric pressure. After a new decrease of the absolute pressure up to 
90 mbar, the saturation process starts. As indicated in the LEAP-UCD-2017 speci- 
fications, the saturation is made from the surface (at the slope tip), and the fluid 
pump enables to control the fluid flow all along the process. 

At the end of the saturation process, an attempt to evaluate the degree of satura- 
tion was made following the method proposed by Okamura and Inoue (2012). 
However, the measurement did not enable the determination of the degree of satura- 
tion due to the sensor noise and, possibly, to the selected target and its fixation. 

As previously indicated, the vertical motion of the surface markers was mea- 
sured using a laser sensor. The use of a laser sensor implies that the source of the 
laser must be immersed. Due to the minimum distance required between the laser 
source and the marker, the water level should be at least 35 mm above the top of the 
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pump 
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controler 


LEAP rigid 
container 


Fluid tank 


Fig. 8.6 Saturation setup at 1g 
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slope (Fig. 8.3). At the end of the saturation process, the fluid level was about 1 cm 
above the top of the slope, and additional viscous fluid was added carefully just 
before the beginning of the test. 


8.3.4 Wave Breaker System 


As previously mentioned, due to the use of a laser sensor to record the vertical dis- 
placement of the surface markers, a minimum value for the height of the water table 
above the soil surface was necessary. In the previous LEAP-UCD-2017 exercise 
(Escoffier & Audrain, 2020), an analysis of the pore water pressure variations mea- 
sured at the bottom of each extremity of the container (P9 and P10, Fig. 8.2) com- 
bined with an analysis of the pore pressure variation measured by the sensors 
located at 1 m depth near the extremities (P6 and P8, Fig. 8.2) was made. Due to the 
amplitudes of the pore pressure measured by these four sensors and a phase opposi- 
tion, it was concluded that one part of the pore pressure fluctuations recorded by 
these sensors could be due to wave creation. This analysis suggested that a wave 
reduction system should be built for future tests to avoid non-negligible effect of 
waves near the extremities of the rigid container. 

As a first attempt, a simplified wave breaker was built. Its lower base was in 
contact with the fluid surface when the container was at rest. The width of the wave 
breaker was lower than the width of the container. It was assumed that if the wave 
breaker covers the entire fluid surface, it can create unwanted fluid pressure during 
the base shaking even if it has not been calculated. Consequently, the width of the 
wave breaker was 10 cm. 


8.4 Achieved Ground Motions 


8.4.1 Horizontal Component 


Figure 8.7 gives the time representation of the achieved motions for the two motions 
of each test. The data represents the average value obtained from sensors AH11 and 
AH12. It should be noticed that in the case of the UGE-2/25-62 test, the time at 
which the maximum value of the 1 Hz component is reached coincides with the time 
at which the PGA of the raw acceleration is reached. This is not the case for the 
UGE-1/50-62 test. In this case, the PGA, which is supposed to correspond to the 
maximum value of the 1 Hz component, has been selected in the time interval 
[to + 0.1 s, f) + 0.1 s], where t, is the time at which the maximum value of the 1 Hz 
component is reached. Considering the effective peak ground accelerations, the val- 
ues measured in the UGE-2/25-62 are 16-25% higher than that determined in the 
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Fig. 8.7 Achieved base motions for the two tests performed at University Gustave Eiffel (proto- 
type scale) 


case of the UGE-1/50-62 test. This difference is essentially due to the level of the 
noise recorded during the UGE-2/25-62 that is 64-79% higher than that recorded in 
the UGE-1/50-62 (Table 8.2). Figure 8.8 illustrates the frequency content of the 
base shaking (average value of the sensors AH11 and AH12). The first five most 
important frequency components are illustrated by red dots, and the corresponding 
frequencies are indicated. At the prototype scale, the frequencies of the harmonics 
are somewhat different between both tests. However, if the values at the model scale 
for the two first harmonics are considered, they are almost the same for both tests: 
380 and 449 Hz for the UGE-1/50-62 test against, respectively, 373 and 458 Hz for 
the UGE-2/25-62 test. One hypothesis can be that these frequencies correspond to 
resonance frequencies of the system assembly that are excited in both tests, and due 
to the generalized scaling law, it induces different frequencies at the prototype scale. 
However, this hypothesis should be confirmed in the future. 

If the characterization of the base shaking is based on Arias intensity, the differ- 
ence between both tests is less important than if the effective PGA is considered. In 
the case of Motion #1 and Motion #2, the Arias intensities calculated for the 
UGE-2/25-62 test are, respectively, 13.6 and 8.8% higher than that calculated for 
the UGE-1/50-62 test. 
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Table 8.2 Characteristics of the achieved base motions (prototype scale) 


1 Hz Other 
PGA. | component | components | Three first main noise 
Test Event (g) (g) (g) frequencies (Hz) I, (m/s) 
UGE- Motion #1 | 0.33 0.26 0.14 7.59/8.98/9.63 3.95 
1/50-62 | Motion #2 | 0.33 | 0.26 0.14 7.6/8.99/9.67 4.19 
UGE- Motion #1 | 0.41 0.28 0.25 8.95/11/14.99 4.49 
2/25-62 | Motion #2 | 0.385 | 0.27 0.23 8.97/10.97/14.98 4.56 
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Fig. 8.8 Frequency content of the achieved base motions for the two tests performed at University 
Gustave Eiffel (prototype scale) 


8.4.2 Vertical Component 


The time representation of the vertical components measured at the top of each 
extremity of the container (AV1 and AV2, Fig. 8.3) is given in Fig. 8.9. Following 
the analysis of the vertical components made by Kutter et al. (2018), a pass band 
filter [0.3-3 Hz] has been applied to the raw data for analysis. A FIR filter (finite 
impulse response filter windowed with a Chebyshev window) was used. Considering 
all the tests, the maximum vertical filtered acceleration remains lower than 0.015 g. 
However, the vertical behavior is not constant. In the UGE-1/50-62 test for Motion 
32, there is a phase opposition that indicates a rotation of the container. In the same 
test for Motion £1, the vertical accelerations are not the same at both extremities, 
but they are in phase. For the second test, UGE-2/25-62, the vertical accelerations 
are somewhat the same and in phase for Motion #1, whereas they are different and 
present a phase difference for Motion #2. 
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Fig. 8.9 Time representation of the vertical raw and filtered accelerations at both extremities of 
the rigid container (prototype scale) 


8.5 Results 


In this part, all the data are presented at the prototype scale using the generalized 
scaling laws presented in Table 8.1. 


8.5.1 CPT Results 


The CPT profiles are presented in Fig. 8.10 for each test. In the case of the 
UGE-2/25-62 test, the depth of investigation was lower than for the other test, and 
the recorded data were noisy. No noticeable evolution is recorded between the CPTs 
performed at the initial state and after both motions in the case of the UGE-2/25-62 
test (Fig. 8.10b). The q.(z) profile is almost the same as the q.(z) profile that was 
obtained for the initial state of the soil column in the UGE-1/50-62 test. For this last 
test, successive base shakings induced a modification of the q. profile: the profile 
increases with successive shaking indicating a densification of the soil. This result 
is in accordance with the liquefaction phenomena. It can be noticed that the peak 
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Fig. 8.10 CPT results for both University Gustave Eiffel test at the prototype scale (a) 
UGE-1/50-62 test and (b) UGE-2:25-62 test and initial CPT profile of UGE61/50-62 


that appeared in the case of the q. profile for the initial state of the UGE-1/50-62 test 
is supposed to be due to the presence of a cable of a pore pressure sensor. 


8.5.2 Pore Pressure Response 


Figure 8.11 shows the pore water pressure response of the central array of pore pres- 
sure sensors. Considering the positioning of the sensors during the pluviation pro- 
cess, the initial vertical effective stresses for the P1 and P3 sensors in the case of the 
UGE-1/50-62 test were, respectively, 38.9 and 18.2 kPa. In the case of the 
UGE-2/25-62 test, the initial vertical effective stresses for P1 to P4 were, respec- 
tively, 38.9, 30.3, 23.7, and 9.1 kPa. These limits are indicated in black dotted hori- 
zontal lines in Fig. 8.11. 

During the first base shaking, the evolution of the pore pressure observed for P1 
and P3 is comparable in both tests. The pore pressure buildup is a little noisier in the 
case of the UGE-2/25-62 test. The pore pressure buildup reached the initial effective 
stress at 2 m depth. At 4 m depth, the pore pressure buildup is somewhat lower than 
the initial vertical effective stress, and the value of r, = 1 is only reached on a very 
limited time (this value is only reached for few pore pressure peaks in the case of 
UGE-2/25-62, and the maximum value of r, reached for UGE-1/50-62 is 0.96). 

In the case of UGE-2/25-62, the pore pressure buildup recorded at 3 and 1 m 
depth indicates liquefaction (7, = 1) for both levels. 
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(c) UGE-2/25-62 — Motion#1 (d) UGE-2/25-62 — Motion#2 


Fig. 8.11 Pore pressure buildup during and after the base shaking 


In addition, for both tests, some spikes appear during Motion #1, more specifi- 
cally at 2 and 3 m depth, indicating a deliquefaction phenomenon (cyclic mobility- 
dilatancy phenomena). 

In the case of Motion #2, the time histories of the pore pressure buildup were 
somewhat different between the two tests. No noticeable evolution appeared 
between the first and the second motion applied on UGE-2/25-62. On the contrary, 
the pore pressure buildup for the second motion applied on UGE-1/50-62 presents 
greater cyclic variation of pore pressure with less noticeable pore pressure spikes. 

Concerning the pore pressure decay after the base shaking, it is somewhat diffi- 
cult to compare both tests in the case of the first motion; as for the UGE-2/25-62 test, 
an aftershock took place and induced new pore pressure buildup. However, in the 
case of Motion #2, the pore pressure decays are somewhat the same in both tests. As 
previously mentioned, in the case of the UGE-1/50-62, the value of 73.07 cSt mea- 
sured after the test on a sample of fluid drawn in the fluid layer above the soil surface 
should be considered with caution. The obtained results on the pore pressure decay 
after the second motion tend to confirm that this measured viscosity is not reliable. 

As mentioned for the previous tests performed in the framework of the LEAP- 
UCD-2017, regarding the amplitude and the phase of the pore pressure measured by 
pore pressure sensors P10, P9, P8, and P6 (Fig. 8.2) and their initial depth, it was 
supposed that one part of the pore pressure fluctuations recorded by these four sen- 
sors was due to the waves created during the base shaking. These previous results 
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Fig.8.12 Motion #1 pore pressure buildup during and after the base shaking — wave breaker effect 


suggested the use of a wave breaker system to avoid non-negligible effects of waves 
near the extremities of a rigid container (the pore pressure measurement located in 
the center of the container was less influenced by the waves). Consequently, a wave 
breaker was built for the LEAP-ASIA-2019 exercise. Figure 8.12 illustrates the 
pore pressure evolution measured by the sensors P10, P9, P8, and P6 during Motion 
311 of the UGE-1/50-62 and UGE-1/25-62 tests. For the first test, the wave breaker 
was not in place contrary to the second test. Without wave breaker, the three pore 
pressure measurements P9, P8, and P6 (P10 was out of order) are in phase. The 
maximum theoretical values of pore pressure calculated from the sensor locations 
and the viscous fluid level at rest were compared to the maximum value reached 
during the test. The maximum measured values reached by P9, P8, and P6 were 119, 
62, and 68 kPa against 116, 50, and 49 kPa from the theoretical values. In the case 
of the test UGE-2/25-62, during the which one a wave breaker was used, the sensors 
P9 and P10, and P6 and P8, were respectively in phase opposition. The maximum 
pore pressure values recorded by sensors P10, P9, P8, and P6 were, respectively, 
112, 143, 87, and 59 kPa. As for the test without wave breaker, they were larger than 
the theoretical one (respectively, 100, 111, 65, and 50 kPa). 

The comparison of these two results highlights a difference in behavior between 
the two tests: if the measured pore pressures remain higher than the theoretical ones 
in both tests, the phase difference between the pore pressure measurements is not 
the same. Results from the UGE-2/25-62 test seem to indicate the presence of wave, 
and, on the contrary, there is no clear evidence of waves in the UGE-1/50-62 test. 
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Fig. 8.13 UGE-1/50-62: time history of the acceleration measured by the central array of 
accelerometers 


This difference can be induced by the differences between the two tests due to the 
use of the GSL and/or the wave breaker. However, there is a clear evidence that the 
wave breaker should be improved. 


8.5.3 Acceleration Response 


The time histories of the accelerations measured by accelerometers AH1 to AH4 are 
presented in Figs. 8.13 and 8.14 for, respectively, the UGE-1/50-62 and UGE-2/25-62 
tests. The global behavior observed in both tests is comparable. 
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Fig. 8.14 UGE-2/25-62: time history of the acceleration measured by the central array of 
accelerometers 


At the beginning of Motion #1, the time acceleration at 3.5 m depth (AH1) still 
followed the trace of the base input motion. However, after four cyclic loadings, 
small spikes started to appear, and even if cyclic variations of acceleration were still 
noticeable, they deviated from the base shaking. At 2.5 m depth (AH2) and above 
(AH3 and AH4), the initiation of liquefaction was observed. It is characterized by 
sharp spikes of acceleration that are evidence of shock waves induced by delique- 
faction phenomena (Kutter & Wilson, 1999). Considering the beginning of the load- 
ing, the liquefaction occurred first near the surface, and then the phenomenon was 
spreading in depth. However, there was small phase lag between 0.5 and 2.5 m depth. 

As previously mentioned, except in the case of the second motion in the 
UGE-50/1-62 test, where time history of the pore pressure presented greater cyclic 
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Fig.8.15 Surface markers (blue arrows) and embedded sensor displacement (red arrows) induced 


by Motion #1, Motion #2, and Motions #1 and #2, for both centrifuge tests performed at University 
Gustave Eiffel 


variation with less noticeable pore pressure spikes, the time histories of the pore 
pressure buildup in the other cases were similar. 

There was no noticeable effect of Motion #1 on the time histories of the pore 
pressure observed during Motion #2. The observed time histories of the acceleration 
are in accordance with these results: in the case of Motion £2, the UGE-1/50-62 test 
presents smaller acceleration spikes than for the other cases. 


6.5.4 Surface Marker Responses 


Cross views of the residual displacements of the surface markers induced by Motion 
#1 and Motion #2 are presented in Fig. 8.15. For Motion #1, the initial positions of 
the surface markers correspond to the first position measurements before the first 
spin up of the centrifuge. For Motion #2, only the results for the direct approach are 
provided, and the initial positions were obtained considering the residual displace- 
ment induced by Motion #1. In order to enhance the displacements and compare the 
results of both tests, the length of the displacement vectors was magnified by 3. 

In the case of the surface displacements induced by Motion 71, the directions of 
the displacements are somewhat the same in both tests (Table 8.3). However, larger 
displacements are observed when GSL are concerned (UGE-2/25-62). If the aver- 
age values of the displacement obtained from the surface markers with the same X 
location are considered, the residual displacements observed when GSL is 
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Table 8.3 Average* displacement amplitude and orientation calculated from the measured 
displacements of the surface markers — Motion #1 


“Motion #1 Amplitude (m) Orientation (°) 

Marker UGE- UGE- Relative UGE- UGE- Relative 
number 1/50-62* |2/25-62* | difference in 96^ | 1/50-62? | 2/25-62' | difference’ 
1 0358 — |0483 [35 -475  |-5324  |10 

2 0.419 0.542 29 —28.9 —29.6 2 

3 0.493 | 0.682 38 —15.4 —14.5 —6 

4 0.517 0.778 50 —14.6 —10.23 —30 

3 0.384 0.696 81 —4.1 -1.8 | —56 
6 0.198 0.473 139 22 18.7 -15 


"The values correspond to the average value of the displacement amplitude and inclination calcu- 
lated from the three markers located at the same X position. The inclination is relative to the hori- 
zontal plane 

"The relative difference is calculated considering the UGE-1/50-62 test as a reference 


concerned are 29-139% higher than that obtained in the UGE-1/50-62 test 
(Table 8.3). 

In order to highlight the effect of the previous base shaking on the surface dis- 
placement, the displacements associated with the second base shaking are repre- 
sented in the case of the UGE-1/50-62 test. The observed displacements are largely 
lower than that induced by the first event. This decrease can be due to the densifica- 
tion of the soil induced by the liquefaction that took place during Motion #1. This 
analysis is more complex in the case of the UGE-2/25-62 test due to scaling conflict 
between the displacement and the length. Consequently, only the total displacement 
induced by the combined effect of both motions is represented for both tests. In this 
case, the total displacements of the embedded sensors are also represented by red 
arrows in Fig. 8.15. The difference between the displacement amplitudes and their 
orientations between the two tests are comparable to that observed for the first 
motion (Table 8.4). In the case of UGE-2/25-62, based on GSL, the displacements 
were 38—168% higher than in the other test with larger difference at the bottom of 
the slope. The difference in the direction varies between 6% and —67% indicating 
that, at the top of the slope, the residual displacement of the soil is more downward 
and, near the bottom of the slope, more upward when GSL is considered 
(UGE-2/25-62). 


8.6 Conclusions 


This paper summarized the experimental setup, the followed experimental proce- 
dure, and some results of the two centrifuge tests performed at University Gustave 
Eiffel in the framework of the LEAP-ASIA-2019 series of tests. 

Two centrifuge tests were performed by University Gustave Eiffel. The tests 
were done on a medium dense Ottawa F-65 sand. The first test was performed at 50g 
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Table 8.4 Average displacement amplitude and orientation calculated from the measured 
displacements of the surface marker cumulative effect of Motions #1 and #2 


Motions #1 
and #2 Amplitude (m) Orientation (°) 
Marker UGE- UGE- Relative UGE- UGE- Relative 
number 1/50-62 | 2/25-62 ‘| difference in %* | 1/50-62 | 2/25-62  |difference* 
1 0.498 0.714 43 —39.7 —47.4 19 
2 0.547 0.774 41 —24 —28.0 17 
3 0.662 0.916 38 -14.4 —15.2 6 
4 0.642 1.054 | 64 —13.0 —10.2 —22 
5 047]  |0932  |95 -54  |-18 -67 
6 0.237 0.636 168 18.6 15.4 —17 


centrifuge and the second test at 25g. Considering the GSL approach, tests were 
scaled to represent the same prototype. 

The main deviation from the specifications was the viscosity of the fluid for the 
UGE-1/50-62 test for which the viscosity is assumed higher than the requested one, 
despite no precise determination is available. However, based on the comparison of 
the pore pressure dissipation after the second base shaking in both tests, doubts 
might be raised on the validity of viscosity measurements that has been performed 
after the test. 

Compared to the previous tests performed in the framework of LEAP-UCD-2017 
exercise, an improved system of saturation was used, which enabled a better control 
of the fluid flow and less leakage due to its configuration. 

The 1 Hz horizontal component of the base shaking at the base of the container 
was similar between the tests. The noise was somewhat higher in the case of the 
UGE-2/25-62 test inducing a PGA,; 15-25% higher than for the UGE-1/50-62 test. 
This difference decreases to 13.6% up to 8.8% if the Arias intensity is considered. 

The vertical motions at the top of the container weren’t the same between the 
different motions and between the tests. Difference between the tests can be due to 
the difference of frequency for the base shaking that can induce different response 
of the experimental assembly. However, the difference of response between the 
motions of the same test is not actually explained. 

Considering the results obtained, the characterization of the soil column through 
CPT measurement highlights a difference between the two tests: in the case of the 
GSL, no noticeable evolution of the CPT profile was recorded, while the CPT pro- 
file increases with the successive motion for the test that is not based on 
GSL. However, the noisy response obtained for the second test can be relevant of 
the problem with the experimental setup in this case. For the next LEAP exercise, a 
new calibration of the CPT will be made, and more caution will be taken for 
the CPTs. 

The global scaling approach seems to give good results if the acceleration and 
the pore pressure buildup are considered. However, due to a problem with the fluid 
viscosity, these tests cannot be considered as relevant for the analysis of the global 
scaling approach when it concerns the pore pressure dissipation after the base 
shaking. 
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On the contrary, when the displacements are considered, large discrepancies 
appear especially in terms of amplitude and, to a lesser extent, in terms of orienta- 
tion of the displacement. 
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Chapter 9 (R) 
LEAP-ASIA-2019 Centrifuge Test xs 
at KAIST 


Satish Manandhar, Seong-Nam Kim, and Dong-Soo Kim 


Abstract Since Niigata and Alaska earthquakes in 1964, the dangers of liquefac- 
tion are well established, and research into liquefaction has been actively performed. 
In this context, Liquefaction Experiments and Analysis Projects (LEAP) was 
launched to provide high-quality experimental data on soil liquefaction using labo- 
ratory testing and centrifuge modeling and then validating numerical models to 
improve predictions. The purpose of LEAP-ASIA-2019, which is one of the LEAP 
programs, was to fill the gaps and further extend/establish/confirm the trends 
obtained in the previous LEAP-UCD-2017 program. Further, the validity of the 
generalized scaling law was also tested for liquefaction simulation using different 
1-g and centrifuge scaling factors. During LEAP-ASIA-2019, KAIST performed 
two model tests (Model A and Model B) with the same target relative density 
(D, = 85%) and input motion intensity of 0.3g. Models A and B were identical in 
construction but were tested under different centrifugal accelerations to verify the 
generalized scaling factors. This paper describes the experimental procedure in 
detail and the responses of dense model grounds to strong base shaking in terms of 
ground accelerations, excess pore pressure, surface displacements, stress-strain 
behavior, and CPT profiles. Further, discussion on the generalized scaling law and 
the effect of shaking history on the model behavior are also presented. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modeling 


9.1 Introduction 


Liquefaction is a phenomenon in which the strength and stiffness of saturated soil 
are reduced because of the reduction in effective confining stress during earth- 
quakes. Damage and ground failure due to liquefaction remain a major concern to 
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geotechnical engineers. Various methods such as field investigation and laboratory 
tests have been conducted to evaluate the triggering phenomenon and consequences 
of liquefaction. Simultaneously, studies involving numerical simulations have pro- 
duced different insights into liquefaction. 

Numerical modeling is a cost-effective way to evaluate the consequences of liq- 
uefaction on built structures. However, the constitutive models and numerical analy- 
sis techniques that simulate complex liquefaction phenomena must be validated 
using well-defined experimental results (Ueda & Iai, 2018). Under such a demand, 
a collaborative study between numerical modelers and centrifuge experimenters 
was conducted 20 years ago, termed VELACS (Arulanandan & Scott, 1993). Similar 
to VELACS, Liquefaction Experiments and Analysis Projects (LEAP) is an ongo- 
ing collaborative project, which aims to reduce the inconsistency in experimental 
results and thus provide high-quality experimental data for validation of numeri- 
cal models. 

LEAP-GWU-2015 was one of the first validation efforts within the ongoing 
LEAP program, where six institutions conducted centrifuge tests on liquefaction of 
a sloping ground in a rigid box (Kutter et al., 2018). The 2015 exercise demon- 
strated the feasibility of an approach for a next-generation validation database and 
showed that variations in initial conditions and ground motions led to differences in 
results between institutions for the same model. 

After LEAP-GWU-2015, 9 facilities participated in LEAP-UCD-2017 and per- 
formed 24 centrifuge tests to simulate the liquefaction of a submerged sloping sand 
deposit. The purpose of LEAP-UCD-2017 was to characterize the trend and sensi- 
tivity of the model response according to the relative density of the model ground 
and input motion intensity. The correlations between lateral displacement, relative 
density based on CPT cone tip resistance, and effective PGA were better than the 
correlations between lateral displacement, relative density based on volume and 
mass measurements, and PGA (Kutter et al., 2019). In addition, the accelerations 
and pore water pressure records at different depths were compared between differ- 
ent institutions. 

In line with the LEAP program, LEAP-ASIA-2019 was undertaken to validate 
the generalized scaling law (Iai et al., 2005) using modeling of model technique and 
to obtain additional results, which could be used to fill the gaps and further extend/ 
establish/confirm the trends obtained in the LEAP-UCD-2017. The generalized 
scaling law is needed to overcome size restrictions while testing large prototypes by 
combining the 1-g scaling law with the centrifuge scaling law (Garnier et al., 2007). 
The same nine institutions who participated in the LEAP-UCD-2017 also partici- 
pated in the LEAP-ASIA-2019 round-robin centrifuge tests. 

KAIST developed a geotechnical centrifuge facility with a centrifuge of 5 m 
radius and 240g-ton capacity in 2009 and participated in LEAP-UCD-2017 (Kim 
et al., 2020) and LEAP-ASIA-2019. Following the specifications of LEAP- 
ASIA-2019, KAIST performed two centrifuge model tests (Model A and Model B) 
with the same soil relative density (D, = 85%) and target input motion intensity of 
0.3g. Models A and B are identical with LEAP-UCD-2017 in construction, but the 
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viscosity of pore fluid and the centrifugal accelerations were scaled based on the 
generalized scaling law for Model B. This paper provides details of the centrifuge 
model tests conducted at KAIST for LEAP-ASIA-2019, including facility and 
equipment, test procedure, and results. 


9.) Generalized Scaling Law and Overview 
of Experimental Condition 


Centrifuge model testing can be beneficial to test small-scaled models at higher 
g-levels, so that the stress distribution is similar with the prototype condition. 
However, for large prototype structures, the scaled model could still be large enough 
for testing due to centrifuge limitations, such as the size of the model container and 
scaling effects on materials. To resolve the demand for large-scale prototype testing 
and restrictions on centrifuge modeling, Iai et al. (2005) proposed the generalized 
scaling law by combining the scaling law for centrifuge testing and one for 1-g 
dynamic model testing. This is called the “generalized scaling law” in dynamic 
centrifuge modeling. 

The main concept of the generalized scaling law is to scale the prototype twice 
resulting in much larger overall scaling factor, which would result in a reasonable 
sized centrifuge model suitable for testing. First, the prototype is scaled down via a 
similitude for 1-g shaking table tests to a virtual 1-g model. The virtual 1-g model 
is subsequently scaled down by applying a similitude for centrifuge tests to the 
actual physical model. Figure 9.1 visualizes the concept of the generalized scaling 
law using virtual 1-g models. In this way, the geometric scaling factors applied in 
l-g tests (#4) can be multiplied with those for centrifuge tests (7) resulting in much 
larger overall scaling factor à = wy. The generalized scaling factors are given in 
Table 9.1 along with scale factors for centrifuge and 1-g tests. 

The generalized scaling law can be validated using modeling of model tech- 
nique. Two centrifuge models (Models A and B) made with the same overall scaling 
factors (A = 40) but different 1-g scale factor (u = 1 for Model A and y = 1.5 for 
Model B) and centrifuge scaling factor (y = 40 for Model A and y = 26.7 for Model 
B) can be compared with each other. These scaling factors were the ones imple- 
mented in KAIST centrifuge experiments. Model A represents conventional centri- 
fuge scaling factors, while Model B represents the generalized scaling factors. 
Different scaling factors were assigned to different institutions in LEAP-ASIA-2019 
for verifying the generalized scaling law. The scale factors for different physical 
parameters for KAIST Models A and B are given in Table 9.1. 

Figure 9.2 shows the relative densities of the ground model and the intensity of 
the input base motions for the various tests during the LEAP-UCD-2017 program. 
The red circle zone is the experimental condition of LEAP-ASIA-2019, and the red 
star is the experimental condition for KAIST. One of the purposes in LEAP- 
ASIA-2019 was to evaluate the occurrence of liquefaction under the application of 
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Fig. 9.1 Principle of the generalized scaling law. (Tobita & Iai, 2011) 


Table 9.1 Scaling factors for KAIST Models A and B based on conventional centrifuge scaling 
factors and generalized scaling factors for various physical parameters 


(1) Model A Model B 
Scaling | (2) (3) Conventional Generalized 
factors Conventional | Generalized | centrifuge scaling | scaling factors 
for l-g__| centrifuge scaling factors (w= 1.5, 
test scaling factors | factors (u = 1,4 =40) n = 26.7) 
Length 4 n un 40.000 40.000 
Density 1 1 1 1.000 1.000 
Time por ] jn 40.000 36.189 
Frequency 1m 1/4 pu In 0.025 0.028 
Acceleration |1 l/n l/n 0.025 0.037 
Velocity wee 1 er 1.000 1.355 
Displacement | y'° q un 40.000 49.051 
Stress Hu 1 I 1.000 1.500 
Strain uos 1 3 1.000 1.225 
Stiffness pes 1 o> 1.000 1.225 
Permeability | 1°” n aPN 40.000 36.189 
Pore pressure | 4 1 I 1.000 1.500 
Tip resistance | 4 1 I 1.000 1.500 
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Fig. 9.2 Effective peak ground acceleration (EPGA) versus relative density (D;) from cone tip 
resistance at 2 m depth (q.2) for various test models in LEAP-UCD-2017 experiments. The red 
circles represent the experimental conditions for LEAP-ASIA-2019. Red star is the experimental 
condition for KAIST tests 


strong base shaking on dense model grounds and weak base shaking on loose model 
grounds. The target experimental condition at KAIST is to evaluate liquefaction 
behavior by applying strong base motion of 0.3g intensity to the ground model of 
85% relative density. The other purpose of LEAP-ASIA-2019 is to validate the 
applicability of the generalized scaling law in liquefaction simulation by comparing 
the results of Model A and Model B. 


9.3 Centrifuge Model Construction 


9.3.1 Centrifuge Facility at KAIST 


KAIST has a geotechnical centrifuge facility housing an automatic balancing beam 
centrifuge with a platform radius of 5 m and maximum capacity of 240g-tons (Kim 
et al., 2013a). Target input motions were applied using an earthquake simulator that 
uses a dynamic self-balancing technique to eliminate a large portion of the unde- 
sired reaction forces and vibrations transmitted to the main body (Kim et al., 2013b). 
The geotechnical centrifuge along with the shaking table used in KAIST centrifuge 
tests is shown in Fig. 9.3. The centrifuge tests in KAIST were conducted at a cen- 
trifugal acceleration of 40g for Model A and 26.672 for Model B. From now on, all 
measurements are in prototype scale, unless explicitly stated. 
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(b) 


Fig. 9.3 Geotechnical centrifuge facility at KAIST: (a) centrifuge main body and (b) earthquake 
simulator 


9.3.2 Soil Material and Density 


Ottawa F-65 sand was used as the standard sand for LEAP-ASIA-2019. The grain 
size characteristics and property of the soil are as follows: Gs = 2.665, Dio =0.13 mm, 
D3) = 0.17 mm, D5 = 0.20 mm, and Dey = 0.21 mm (El Ghoraiby et al., 2020). Based 
on the specifications for LEAP-ASIA-2019, the minimum and maximum densities 
of sand were determined as Pgmax=1757 kg/m? and Pgmin=1490.5 kg/m}, respectively. 
The target soil density for Models A and B in KAIST was specified as 1711 kg/m}, 
equivalent to 85% relative density. 

The sand model was constructed by dry pluviation through a sieve with an open- 
ing size of approximately 1.20 mm; the sieve was partially blocked to limit the flow. 
The density of the soil model was determined by the size of the opening slot and the 
drop height, for which calibration tests were done. Figure 9.4 shows the geometry 
of the opening slots and the calibration test results for soil density and pluviation 
drop heights, along with the required drop height for constructing the dense 
soil models. 

The measured dry unit weights of the model grounds constructed in a rigid box 
were 1716.55 kg/m? and 1720.6 kg/m? for Models A and B, respectively, based on 
mass and volume measurements. After the sand was pluviated to the target height, a 
5° inclined guide was installed on the top of the model box. A manufactured scraper 
was connected directly to the inclined guide and was used to scrap the soil surface 
carefully. The soil generated by the scraping was removed carefully by using a 
vacuum cleaner so that the resulting ground was not disturbed, and a 5° sloped 
model ground was achieved. 
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Fig. 9.4 Density versus drop height relationship for the sieve design and the required drop height 
to achieve model of target density 


9.3.3 Viscous Fluid 


The viscous fluid was a mixture of water and methylcellulose, and the target viscos- 
ity was set to 40 cSt for Model A as dictated by the centrifuge scaling law and 36.1 
cSt for Model B based on the generalized scaling law. Temperature and concentra- 
tion are the influencing factors of fluid viscosity; thus, calibration tests are needed 
before making the viscous fluid. The viscosity was measured using a Brookfield- 
type automatic viscometer. The automatic viscometer relates frictional resistance to 
viscosity by rotating a spindle inside the fluid as shown in Fig. 9.5. In addition, a 
temperature sensor measures the fluid temperature at the current viscosity. 

The results of the calibration tests are shown in Fig. 9.6. For a given concentra- 
tion, the viscosity increases with a decrease in temperature, while for a given tem- 
perature, the viscosity increases with an increase in concentration of methylcellulose. 
Based on the calibration results, the concentrations of methylcellulose were 2.08% 
(case #4) and 2.0% (case #3) at 18 °C for 40 cSt and 36.1 cSt target viscosities, 
respectively. Upon preparing the viscous fluid, the achieved viscosities of the fluid 
used in Models A and B were 41.3 cSt and 36.2 cSt, respectively, which is close to 
the target viscosities. 


9.3.4 Model Description and Instrumentations 


The model construction is identical with LEAP-UCD-2017, which consists of a 5? 
sloping sand ground model in a rigid box. The rigid box has an internal dimension 
of 570 mm x 225 mm x 450 mm (length x width x depth) in the model scale with a 
front transparent window. The model ground constructed through dry pluviation is 
described in Fig. 9.7, with the following dimensions in the prototype scale: 
22.8m x 4 m x 9 m (length x depth at midpoint x width). The length of the slope 
(22.8 m) was about 15% greater than the specified length (20 m). In the KAIST 
centrifuge facility, the 5? inclination along the length of the model was not curved 
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Fig. 9.5 Brookfield-type automatic viscometer used in calibration tests of viscous fluid 
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Fig. 9.6 Calibration tests for viscosity according to temperature and concentration using auto- 
matic viscometer 
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Fig.9.7 Schematic of KAIST centrifuge test model and instrumentation 
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Table 9.2 Detailed information of instrumentations used in KAIST experiments 


Instrument | Type Name | Description 
Accelerometer | 353B17 AH1-AH4, AH6, AH9_| Soil horizontal acceleration 
AHII-AHI2 Box horizontal acceleration 
AV 1-AV2 Box vertical acceleration 
Pore pressure |PDCR 81 “| P1-P4, P6, P8 | Pore water pressure in soil 
transducer | EPB-PW- | P9-PIO Pore water pressure at the | 
|3.5BS-VS/L5M _ | bottom boundary 


because the shaking plane was perpendicular to the plane of rotation of the centri- 
fuge, and the centrifuge arm was big enough to mitigate the effect of ground 
curvature. 

The responses of the soil model during shaking were monitored using eight 
accelerometers along the direction of shaking (AH1—AH4 in the center soil, AH6 
and AHO in the soil close to container boundary, and AH! 1—AH12 on the rigid con- 
tainer), two vertical accelerometers (AV1 and AV2), and eight pore pressure trans- 
ducers (P1—P4 in the center of soil model, P6 and P8 in the soil close to side 
boundary, and P9—P10 at the bottom boundary). The instrument layout is shown in 
Fig. 9.7. Table 9.2 lists the details of the instrumentation used. 

The required 18 surface markers were installed on the ground uniformly with a 
spacing of 2 m x 2 m. The markers, with a diameter of 26 mm (model scale), were 
manufactured using PVC material and were designed to be anchored to the soil 
surface and provide a minimal restriction to pore pressure drainage. A high-speed 
camera was mounted on the centrifuge arm to measure the plan view lateral dis- 
placements of the surface markers during shaking. The high-speed camera at KAIST 
is a Phantom v5.1 HI-G, which can record videos at 1200 frames per second at a 
resolution of 1024 x 1024 pixels. The self-balanced system of the shaking table and 
the hinges connecting the basket to the centrifuge arm isolate the camera from 
vibrations. 


9.3.5 Saturation System at KAIST 


Figure 9.8 shows the schematic of the saturation system at KAIST. Before saturat- 
ing, the box was confirmed to be completely sealed from external air. The procedure 
for the saturation process is as follows: vacuum pressure (—95 kPa) was applied and 
then a low-pressure CO, (15 kPa) was flooded in the box repeatedly. This process 
was performed five times. In addition, a strong vacuum pressure was also applied to 
eliminate the trapped air in the viscous fluid container. While maintaining the same 
vacuum pressure in the rigid box and viscous fluid container, the viscous fluid was 
slowly dripped into the ground model. The dripping point was in the downslope 
direction, and to minimize the impact of falling fluid on the soil surface, a sponge 
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Fig. 9.8 Saturation system used in KAIST. (a) Schematic of saturation system. (b) Actual satura- 
tion system 


Table 9.3 Summary of model parameters for Model A and Model B 


Model A Model B 
Parameters (Conventional scaling law) (Generalized scaling law) 
Density via mass and vol. 1716.5 1720.6 
measurements (kg/m?) 
Relative density (96) 87 88 
Viscosity (cSt) 41.3 36.2 
Degree of saturation (46) 99.93 99.94 


was installed at the point of impact. After the fluid depth was 5 cm (in model scale) 
higher than the soil surface, Okamura’s method was used to measure the degree of 
saturation (Okamura & Inoue, 2012). The degree of saturation measured was 
99.93% and 99.94% for Models A and B, respectively, indicating full saturation. 
Table 9.3 shows the summary of model parameters for Models A and B. 


9.3.6 Sequence of the Centrifuge Test 


Table 9.4 summarizes the typical sequence of the centrifuge tests. In each of the 
centrifuge tests, four seismic excitations were applied: two low-intensity non- 
destructive motions and two high-intensity destructive motions. The frequency 
wavelets covering a wide range were used as a non-destructive motion for ground 
identification before and after liquefaction. A tapered sine wave with a frequency of 
1 Hz was used as the destructive wave. In the KAIST centrifuge tests, the target 
effective PGA was specified as 0.3g for both the first (Motion #2) and the second 
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Table 9.4 Major events in n centrifuge test sequence for Models A and B 


Event £-level (Model A/B) | Event description 

Event #1 (CPT) | | 409/26.7 7g | | CPT (before motion #2) 

Event #2 (seismic c excitations) | | 40¢/26.7g NEN | || Motion #1 and | motion #2 (target: 0. 0. 38) ] 
Event #3(CPT) | 402/26. 7g | CPT (after 1 motion #2) 

Event #4 (seismic excitations) /|40g/26.7g | Motion # 33 (target: 0.39) andn motion da 


(Motion #3) destructive motions. By applying the destructive motions of the same 
intensity, the pre- and post-liquefaction behavior can be compared. 

Cone penetration tests were also conducted before and after the first destructive 
motion (Motion #2) to evaluate the soil condition. All facilities participating in 
LEAP used the same cone design with a cone tip diameter of 6 mm (Carey et al., 
2020). The penetration velocity was slow at 2.5 and 3.74 mm/s (model scale) for 
Models A and B, respectively, and the penetration depth was more than 75 mm 
(model scale). The CPTs were conducted at locations selected to avoid the sensors 
installed in the ground model and the markers on the ground surface. As it was nec- 
essary to install guide rack and loading actuator above the model box for the CPT, 
the centrifuge was stopped and restarted to remove the CPT system during seismic 
excitations. When the centrifuge stopped, the positions of the surface markers were 
also investigated. 

Residual pore pressures (RPPA) were also recorded before and after every major 
event and change in centrifuge g-level. Recording of RPPA was done while the 
centrifuge speed was stable and excess pore pressures were 99.9% dissipated. 


9.4 Test Results 


9.4.1 Achieved Input Motions 


The earthquake simulators of most facilities generate various amounts of high- 
frequency components, which were superimposed on the smooth ramped sine wave 
motion. Therefore, effective PGA (PGA,;;) concept was introduced to compare the 
results among the facilities that generated different amounts of high-frequency con- 
tent in the input motion. The PGA, can be calculated by Eq. 9.1. 


PGA,, = PGA,,,, + 0.5x PGA,, (9.1) 


where PGA, y, is the PGA of the isolated 1 Hz input signal and PGA,, is the peak 
acceleration of the high-frequency components of the input motion (Kutter 
et al., 2018). 

Figure 9.9 shows the main destructive motions (Motions #2 and #3) applied to 
each model along with the isolated high-frequency noise and the 1 Hz component. 
A notched band-pass filter with corner frequencies of 0.8 Hz and 1.2 Hz was used 
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Fig. 9.9 Time series of the achieved base motion, isolated noise, and isolated 1 Hz signal of 
Motions #2 and #3 along with peak values in Models A and B 
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Fig. 9.10 Response spectra of the achieved base motions (Motions #2 and #3) for Models A and 
B (596 damping) 


to obtain these results. Corresponding peak values in each plot are also shown. The 
achieved base motion is the raw motion recorded by AH11 and AH12 accelerome- 
ters attached to the base of the model box; the achieved base motion shown here is 
the average of AH11 and AH12. 

The acceleration response spectra of the achieved base motions as presented in 
Fig. 9.10 show that the input motions contain some high-frequency components. 
However, compared to the achieved base motions of other facilities participating in 
LEAP-UCD-2017 and LEAP-ASIA-2019, the high-frequency components are 
smaller, and input motions similar to the target were achieved for KAIST model tests. 

Table 9.5 lists the details of all the applied motions. Motions #1 and #4 are non- 
destructive motions with weak intensity for system identification. The PGA,; of the 
input motions applied in these tests were slightly higher than the target PGA. (1.e., 
0.3g) for Motions #2 and #3 of Model A and Motion #2 of Model B. However, for 
Motion #3 of Model B, the difference between target and achieved PGA,; is large. 
Although the intensity of the destructive motions applied to each model is some- 
what larger than the target intensity, it is reasonable for evaluating the liquefaction 
behavior of dense models during strong shaking, because it aligns with the objective 
of LEAP-ASIA-2019. 

Upon comparing the PGA.» for Models A and B, the destructive input motions 
(Motions #2 and #3) for Model B were slightly larger than that for Model A. The 
difference between PGA, of Models A and B was bigger in the case of Motion #3 
than Motion #2. Nevertheless, the achieved base motions can be considered similar 
for Models A and B. 
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Table 9.5 Details of various motions applied to Models A and B 


Target PGAg | PGA? | PGA | PGA |PGAim, 
(D (g) (g) (g) (g) 

Model A Motion #1  |0.015 0.052 0.044 |0.021 | 0.033 
(u= 1, n = 40) Motion 42 | 0.30 10.326 0.300 0.106 0.247 
Motion 33 0.30 10.342 0.314 10.082 0273 
|Motions4 0.015 0.05 0.054 |0.008 | 0.030 
Model B Motion #1 | 0.015 0.088 0.074 |0.046 (0.051 
(u=1.5,7=26.7) | Motion #2  |0.30 0.364 0.332 | 0.098 | 0.283 
Motion #3  |0.30 0.395 0.371 | 0.099 | 0.322 
| Motion #4 | 0.015 | 0.077 0.066 | 0.039 | 0.046 


aPeak horizontal acceleration recorded at the container base 
9.4.2 Cone Penetration Test Results 


The depth of penetration and the cone tip resistance (q.) were converted to the pro- 
totype scale using the scaling factors for Models A and B as shown in Table 9.1. The 
length scale factors were used for scaling the penetration depths. 

Figure 9.11a, b represents the g, with penetration depth at the model and the 
prototype scales for Models A and B before Motion #2. In the model scale, although 
Models A and B are similar in construction, the q. profiles are very different; the q. 
profile is larger for Model A than for Model B. This is due to larger confining pres- 
sure in Model A than in Model B because of the differences in the centrifugal accel- 
eration; Model A was tested at 40g, while Model B was tested at 26.7g. In the 
prototype scale, the difference in q. profiles between Models A and B is reduced. At 
shallow depths («1 m), the q. profiles of both models are similar, but at deeper 
depths, Model A shows relatively larger q. than Model B. This implies that the gen- 
eralized scaling law may not be applicable at deeper depths because of the effect of 
larger confining pressure. 

Another possible reason for the difference between q. profiles between Models 
A and B is due to higher CPT penetration rate used for Model B than specified. The 
penetration rate of CPT should be scaled depending on the pore fluid viscosity (u*) 
based on Eq. 9.2 (Kutter et al., 20202). 


V... 7 (100mm/s)/ u* (9.2) 


where y* is the pore fluid viscosity and V. is the penetration velocity of the cone. 
For Model A (u* = 41.2 cSt), Vip, should be 2.42 mm/s, and 2.5 mm/s was adopted. 
For Model B (u* = 36.2 cSt), Vep should be 2.76 mm/s, but 3.72 mm/s was adopted 
by mistake. A higher penetration rate could result in partial drainage conditions 
around the cone tip, which contrasts with the fully drained conditions generally 
assumed for CPT in sand. As a result, the q, values for Model B could be smaller as 
reduced drainage causes excess pore pressure to increase around the cone tip (Kim 
et al., 2008). Comparison of the q. profiles of dense models from other institutions 
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Fig. 9.11 Cone tip resistance (q.) and penetration depth from CPT: (a) q. versus depth for Models 
A and B before Motion #2 (model scale), (b) q. versus depth for Models A and B before Motion 
#2 (prototype scale), and (c) q. versus depth for Models A and B before and after Motion #2 
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under the same 1-g and centrifuge scaling factors should be performed to investigate 
the effect of higher penetration rate. 

Figure 9.11c presents the q. value with depth before and after Motion #2 for each 
model at the prototype scale. The q. values were slightly larger after Motion #2 for 
Model A, while for Model B, it was almost the same at shallow depths («1.5 m) with 
slight reduction at deeper depths. In the case of Model A, the increase in q, could be 
due to soil densification because of particle rearrangement or liquefaction-induced 
reconsolidation. For Model B, the time for dissipation of excess pore pressure is 
longer due to smaller elastic stiffness under lower centrifugal acceleration (Tobita & 
Iai, 2011). Also, the time for consolidation of Model B is shorter because it has to 
reach centrifugal acceleration of 26.7g as opposed to 40g for Model A. Therefore, 
Model B may not have fully consolidated following Motion #2 resulting in smaller 
qe values at the deeper depths. 


9.4.3 Comparison of Acceleration Response 


The acceleration response of Models A and B was converted to the prototype scale 
using scaling factors shown in Table 9.1. Figure 9.12 shows the response of the four 
accelerometers installed at the center of the model ground together with the response 
spectra and the ratio of response spectra (RRS) during Motion #2. The RRS is cal- 
culated based on Eq. (9.3). As seen in Table 9.5, the PGA,; for Model B was slightly 
larger than for Model A. dilation spikes, which are caused by the de-liquefaction 
shock waves (Kutter & Wilson, 1999), are observed more clearly in the sensors 
installed near the surface (AH4 and AH3), which indicates that the soil may have 
liquefied. The dilation spikes are unsymmetrical due to the sloping ground model; 
the spikes are triggered extensively in the direction of static shear stress (downslope 
direction). The response spectra for both the models are similar except at the short- 
period range; Model A showed slightly larger high-frequency acceleration spikes 
than Model B. This is clearer in Fig. 9.12c, where the RRS is larger for Model A 
than for Model B at the short-period range. An interesting observation is that the 
spectral acceleration at the period of 1 s is almost the same at all depths and no 
amplification occurred for the main frequency component of the base motion. 


Response spectra of soil motions AH1 AH4 
RRS - (9.3) 
Response spectrum of the base motion 


Figure 9.13 shows the acceleration time history, the response spectra, and the 
RRS at different depths in Models A and B during Motion #3. In Model A, the 
amplitude of the dilation spikes was relatively smaller compared to Motion #2, and 
the dilation spikes were observed only at shallow depths (AH4 and AH3). This can 
be attributed to soil densification after Motion #2 as seen from the CPT results 
(Fig. 9.1 1c). Consequently, the spectral acceleration and the RRS at the short-period 
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Fig. 9.12 Acceleration response at different depths for Models A and B during Motion #2: (a) 
acceleration time history, (b) response spectra, and (c) ratio of response spectra 


range in Model A were smaller for Motion #3 (Fig. 9.13b, c) than for Motion #2 
(Fig. 9.12b, c). 

In Model B, the amplitude of dilation spikes was larger for Motion #3 than for 
Motion #2. This could be due to larger PGA. of Motion #3 (0.37159) than of Motion 
#2 (0.3149). Also, there was some evidence of loosening in Model B after Motion 
#2 based on the CPT result (Fig. 9.11c). So, itis reasonable to expect a larger extent 
of liquefaction during Motion #3, which resulted in bigger dilation spikes. Hence, 
the spectral acceleration and the RRS at the short-period range were larger during 
Motion #3 than Motion #2 for Model B. 

Overall, the acceleration response of Models A and B is largely similar during 
Motion #2, while the acceleration response of Model B was larger than that of 
Model A during Motion #3. 
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Fig. 9.13 Acceleration response at different depths for Models A and B during Motion #3: (a) 
acceleration time history, (b) response spectra, and (c) ratio of response spectra 


9.4.4 Excess Pore Pressure Response 


The excess pore pressure response during destructive motions in Models A and B 
was converted to the prototype scale based on scaling factors in Table 9.1. The 
excess pore water pressure recorded using pore pressure transducers placed at vari- 
ous depths during Motion #2 and Motion #3 is shown in Fig. 9.14. The response of 
pore pressure transducer P1 installed at 4 m depth in Model A and transducer P2 
located at 3 m depth in Model B were not obtained due to malfunctioning of the 
sensors. The initial vertical effective stresses were approximately 40 kPa, 30 kPa, 
20 kPa, and 10 kPa at P1, P2, P3, and P4, respectively. Negatively directed spikes in 
pore pressure were observed due to soil dilatancy during the destructive motions. 
On the other hand, the dissipation time of the excess pore pressure was longer in 
Model B than in Model A. In other words, the experiment, which was performed at 
lower centrifugal acceleration, required longer dissipation time for the excess pore 
pressure. These can be attributed to three possibilities: (1) the effect of time duration 
for consolidation before shaking, (2) small value of shear modulus due to low 
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Fig. 9.14 Excess pore pressure response (Au) at different depths: (a) Au during Motion #2 in 
Model A, (b) Au during Motion #2 in Model B, (c) Au during Motion #3 in Model A, and (d) Au 
during Motion #3 in Model B 


effective confining stress under low centrifugal acceleration, and (3) possible 
changes in permeability of the model ground during shaking due to adsorption of 
the methylcellulose on sand particles (Tobita & Iai, 2011). 

Figure 9.15 shows the time history of pore pressure ratio (7,) for each model in 
order to compare the liquefaction occurrence in Models A and B. The r, at a given 
depth was calculated by dividing the recorded excess pore pressure by the initial 
vertical effective stress at that depth. The r, value equal to 1 is generally considered 
as an evidence of initial liquefaction. During Motion #2, the r, value was close to 1 
only at the depth of 1 m (P4) in Model A, while at other depths (P3 and P2), the r, 
value was less than 1. For Model B during Motion £2, the r, value reached 1.0 at all 
depths (P4, P3, and P1). The r, value close to 1 at P1 is unlikely due to liquefaction 
as the dilation spikes were absent in acceleration (AH1) response. This large posi- 
tive excess pore pressure could be because of an increase in total stress momentarily 
due to the effect of vertical accelerations, the local dynamic compressive stress 
around the sensor, and the effect of wire stiffness (Kutter et al., 2020b). 

During Motion #3, the r, value was less than 1 at all the measured depths for 
Model A, even though PGA,; for Motion #3 was slightly bigger. This can be attrib- 
uted to soil densification after Motion #2, which led to an increase in liquefaction 
resistance. For Model B, however, the r, value reached 1.0 at shallow depths (P4 and 
P3), and larger dilation spikes were observed than during Motion #2. This could be 
because of larger PGA, for Motion #3 and soil softening following Motion #2. At 
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Fig. 9.15 Pore pressure ratio (rą) for Models A and B during Motion #2 and Motion #3 at differ- 
ent depths 


a depth of 4 m (P1), although r, value reached 1.0, liquefaction is unlikely for rea- 
sons previously mentioned. 

Even though r, close to 1 was observed at shallow depths in both Models A and 
B during Motion £2 and Motion 23, it is unlikely that full liquefaction occurred at 
these depths. Dense soils can generate high r, values under severe cyclic loading but 
still have limited shear potential due to their strong dilation tendency upon continu- 
ous shear deformation (Wu et al., 2004). Also, the excess pore pressure dissipated 
right after the end of shaking, indicating that the extent of liquefaction was fairly 
limited. This will be clearer upon observing the displacement response of the 
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sloping ground in Sect. 9.4.6. Hence, it would be reasonable to state that both 
Models A and B were partially liquefied during Motions #2 and #3. 


9.4.5 Stress-Strain Response and Effective Stress Path 


The stress and strain quantities were converted to the prototype scale based on the 
corresponding scaling factors for Models A and B (Table 9.1). Figure 9.16 shows 
the stress-strain curves for Models A and B during Motion #2 and Motion #3 at 
three different depths. Shear stress time history was calculated at midway point 
between two accelerometers based on the acceleration response using the equations 
given in Zeghal et al. (2018). Strain time history was calculated at the midway point 
between two accelerometers based on the displacement response obtained by the 
double integration of the acceleration response. During Motion #2, both Models A 
and B showed similar stress-strain behavior at all the depths. The shear strain was 
less than 1% with the maximum strain occurring near the surface. During Motion 
#3, however, the shear strain for Model A is reduced at all the depths as compared 
with Motion #2. On the other hand, the shear strain for Model B increased at all 
depths during Motion #3, with strain at the depth of 1 m exceeding 1%. The differ- 
ence in stress-strain responses during Motion #3 can be attributed to soil densifica- 
tion following Motion #2 for Model A and large amplitude in Motion #3 for 
Model B. Additionally, stress spikes are observed in both the upslope and downslope 
directions at all the depths for both models. This could be due to dilative response 
at shallow depths and a combination of dilative response and soil-container interac- 
tion at larger depths (Zeghal et al., 2018). 

Figure 9.17 shows the effective stress paths at the depths of 1 and 2 m for Models 
A and B during Motion #2 and Motion #3. The shear stress (x) and the vertical 
effective stress (6,) were normalized by the initial vertical effective consolidation 
stress (©, ). The normalized vertical effective stress ( o, / ©, ) reached zero during 
Motion #2 at 1 m depth in Model A, while it was non-zero in all other cases. This 
indicates that liquefaction occurred at 1 m depth in Model A during Motion #2, 
which corroborates with the pore pressure ratio response in Fig. 9.15. In Model B, 
the o, / o,, ratio reached zero in all cases, except at the depth of 2 m during Motion 
#3. On the other hand, the o, / o,, ratio exceeded 1.0 in all the cases and reached 
almost 3.0 at 1 m depth during Motion #3 in Model B. This is due to the large nega- 
tive pore pressure spikes caused by the strong dilative soil response during shaking. 
As a result, the effective confining stress was much larger during shaking than 
before shaking. Therefore, the extent of liquefaction was limited even though the 
c, / o ratio became zero momentarily during shaking. 
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Fig. 9.16 Stress-strain response of Models A and B during Motion #2 and Motion #3 at three dif- 
ferent depths 


9.4.6 Displacement Response 


The prototype displacements for Models A and B are based on scaling factors in 
Table 9.1. Figure 9.18 shows the schematic of the 18 surface markers and the coor- 
dinate system used. The markers were arranged in three longitudinal arrays and six 
transverse arrays. The coordinates (x, y, and z) of the markers were measured before 
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Fig. 9.17 Effective stress paths of Models A and B during Motion #2 and Motion #3 
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Fig. 9.18 Schematic of the surface markers and coordinate system (18 total markers; 8 markers 
are included in the blue dotted zone, and 2 central markers are in the green dotted zone). Points #1 
and #2 represent the reference points, and Point #3 is the tracking point used in the TEMA software 
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Fig. 9.19 Measured vertical settlements along the longitudinal axis of the model after Motion #2 
and Motion #3 with the original ground profile: (a) Model A and (b) Model B 


Motion #2 (initial position), after Motion #2, and after Motion #3 at 1-g condition. 
The x-coordinate is in the direction of the shaking, y-coordinate is perpendicular to 
the shaking direction, and z-coordinate is along the depth of the model. Additionally, 
horizontal displacements of the markers were recorded during shaking motion using 
a high-speed camera and tracked using a motion-tracking program, TEMA. 

Figure 9.19 shows the variation of vertical displacement of the ground profile 
along the longitudinal axis after each destructive motion. The vertical displacement 
is the average displacement of the three markers in each transverse array. Both 
Models A and B showed minimal settlements with little change in the original 
ground profile after Motion #2 and Motion #3. The measurement of the central 
markers (dotted green zone) can be taken as representative as they are less affected 
by the container boundary. After Motion #2, the average vertical settlements of the 
two central markers in Models A and B were 26 and 32 mm at the prototype scale, 
respectively. After Motion #3, the average settlements were about 16 mm and 
27 mm for Models A and B, respectively. The settlements were comparatively less 
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Fig. 9.20 Contour plots of permanent horizontal displacements (in mm) from tracked marker 
positions obtained using high-speed camera recording in Model A and Model B during Motion #2 
and Motion #3 


after Motion #3 than Motion #2 in both the models, and Model B had larger settle- 
ments than Model A. 

Figure 9.20 shows the comparison of permanent horizontal displacement con- 
tours for Models A and B following Motion #2 and Motion #3 in the prototype 
scale. The values above the markers represent the permanent horizontal displace- 
ments in mm calculated based on the time history of tracked marker position during 
shaking (Fig. 9.21). The contour was created by interpolation between the perma- 
nent displacements of the markers. In both the models, the 18 markers moved in the 
downslope direction following Motion #2, and the average permanent horizontal 
displacements of the two central markers were 34 and 30.5 mm for Model A and 
Model B, respectively. Although the permanent displacements in Models A and B 
were almost same, the transient displacements were much larger in Model B than in 
Model A. There were oscillations in displacement after the end of motion due to 
water waves, so the average of displacement values after the end of motion was used 
to calculate the permanent displacement. In the case of Motion #3, the permanent 
horizontal displacements in both the models were largely reduced. 


9.5 Discussion and Conclusions 


As a part of LEAP-ASIA-2019, two centrifuge model tests were performed at 
KAIST to evaluate liquefaction behavior of gently sloping dense grounds (target 
D, = 85%) under strong base shaking (target PGA. = 0.3g). The two models, 
Models A and B, represented the same prototype model but were tested under dif- 
ferent centrifugal accelerations to evaluate the generalized scaling law for 
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Fig. 9.21 Horizontal displacement (x-direction) time histories of two central markers during 
Motion #2 for Models A and B 


simulating liquefaction phenomena in centrifuge tests. Based on the test results, the 
following can be inferred: 


1. Although the same prototype model was simulated using Models A and B, the 


CPT profiles of the models were similar only at shallow depths («1 m), while 
Model A was stiffer than Model B at deeper depths. This shows the effect of 
larger confining pressure in Model A (40-g centrifugal acceleration) than in 
Model B (26.7-g centrifugal acceleration), and thus, the generalized scaling law 
may not be applicable for deeper depths. Another possible reason could be that 
the generalized scaling law is valid for stress paths up to the peak deviator stress. 
However, the stress path during CPT testing goes well beyond the peak deviator 
stress and into the failure zone. Iai et al. (2005) state that we need to use looser 
material as compared with the prototype when stress path exceeds the peak devi- 
ator stress. This can also explain the dissimilarity of CPT results between Models 
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2. Upon comparing the CPT results before and after Motion #2, Model A showed 
ground densification, which is similar to the response of dense model tested at 
40-g centrifugal acceleration in LEAP-UCD-2017 at KAIST. However, Model B 
showed similar q. values at shallow depths («1.5 m) but loosening at deeper depths. 

3. Spikes due to dilatant soil behavior were observed in acceleration records at 
shallow depths (0.5 and 1.5 m) in both Models A and B. The acceleration 
response of Models A and B was similar during Motion #2, while it differed dur- 
ing Motion #3. This is because of ground disturbance following Motion #2 as 
well as the large intensity in Motion #3 in Model B. 

4. Based on pore pressure ratio (7,), it can be inferred that liquefaction did occur to 
some extent in dense grounds at shallow depths (1 and 2 m) in both Models A 
and B. This is in contrast with the response of dense model in LEAP-UCD-2017 
at KAIST, where liquefaction did not occur when PGA. of 0.15g was applied. 
This implies that under sufficiently strong shaking, dense soil deposits can also 
liquefy but the extent of liquefaction will be limited. Furthermore, the dissipa- 
tion time of excess pore pressures was longer in Model B than in Model A due 
to the effect of low confining stress in Model B. 

5. Although there was evidence of liquefaction at shallow depths based on r, val- 
ues, significant shear strains were not observed (limited to 196 shear strain) 
because the soil was initially dense-of-critical (below the critical state line in e-p' 
plot). Liquefaction of dense-of-critical sand during cyclic loading results in 
limited strains because the sand exhibits dilative behavior under subsequent 
monotonic loading (Idriss & Boulanger, 2008). 

6. The stress-strain curves were qualitatively similar for Models A and B during 
Motion #2, while they were different during Motion #3. This indicates that the 
generalized scaling law may not be applicable to study stress-strain response of 
soil after it is disturbed by strong shaking. However, the large shaking intensity 
of Motion #3 in Model B also caused the observed differences. From the effec- 
tive stress path, it was observed that the vertical effective stress increased well 
beyond the initial consolidation stress due to dilatancy causing temporary stiff- 
ening of the soil during shaking. 

7. 'The vertical ground settlement profiles were almost the same for Models A and 
B. Also, there is little difference between settlements after Motion #2 and after 
Motion #3. Both Models A and B have similar permanent horizontal displace- 
ments in the direction of shaking. However, the transient displacements were 
larger in Model B than in Model A. On the other hand, the permanent horizontal 
displacements were significantly reduced during Motion #3 as compared to 
Motion #2 in both the models. 


Overall, the response of Models A and B was similar in terms of acceleration, 
pore pressure response, stress-strain behavior, and ground displacements, except for 
the CPT profiles. Hence, the generalized scaling law is largely applicable for centri- 
fuge testing of dense model grounds under strong shaking. The large PGA. of 
Motion #3 and the effect of soil disturbance following Motion #2 caused the 
observed differences in response between Models A and B during Motion #3. Thus, 
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in future tests, it is necessary to control shaking intensity of input motion to validate 
the applicability of the generalized scaling law following a destructive first motion. 
Further, the scaling factors used for the cone tip resistance and penetration depth 
should be explored more to validate the generalized scaling law for CPT. 
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LEAP-ASIA-2019 Centrifuge Test at Kyoto wiv 
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Abstract The Liquefaction Experiments and Analysis Projects (LEAP) is an inter- 
national collaborative project that aims to verify, validate, and quantify the uncer- 
tainty of numerical liquefaction models. “LEAP-ASIA-2019” is one of the LEAP's 
exercises, whose main objectives are to validate the "generalized scaling law" for 
lateral spreading and to fill the gaps of experiments to complete the dataset obtained 
as part of the “LEAP-UCD-2017.” Within this project, a total of five models were 
developed at the geotechnical centrifuge of Kyoto University to simulate the 
dynamic behavior of a submerged, uniform-density, 20-m-long, 4-m-deep, and 5? 
sloping deposit of Ottawa F-65 sand. This paper presents the key features of the 
model preparation and testing process while also examining the applicability of the 
"generalized scaling law" for centrifuge modeling. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modeling 


10.1 Introduction 


Due to its catastrophic consequences, soil liquefaction has been a matter of great 
concern to the engineering community; therefore, intensive research and develop- 
ment efforts have been dedicated to understand the phenomena and prevent future 
losses and damages. The development of liquefaction constitutive and numerical 
models in the last decades promoted an increase in its use for research and 
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engineering practice purposes. However, as stated by Kutter et al. (2018b), there is 
still no practical generally accepted process for validation of capabilities of the 
numerical implementations; therefore, V&V exercises are required to enhance its 
reliability. 

In this sense, LEAP (Liquefaction Experiments and Analysis Projects) was 
established as an international joint project that pursues the verification, validation, 
and uncertainty quantification of numerical liquefaction models, based on high- 
quality experimental data (e.g., centrifuge model tests). In the LEAP framework, 
three main exercises (““LEAP-GWU-2015,” “LEAP-UCD-2017,” and “LEAP- 
ASIA-2019") were developed to investigate the dynamic behavior of a uniform, 
4-m-deep, 5-degree slope sandy ground. 

As part of the “LEAP-GWU-2015” exercise, the same 4-m-deep, 5? slope sandy 
ground model was repeated by six centrifuge facilities; Kutter et al. (2018a) found 
that despite variability, the experimental results were consistent with each other, 
lending credence to the approach for a next-generation validation database. In the 
subsequent “LEAP-UCD-2017” exercise, 9 centrifuge facilities developed 24 cen- 
trifuge models with the same geometry as the previous exercise, but with different 
combinations of relative density (D,) and peak ground acceleration (PGA). Kutter 
et al. (2020b) found consistent results and clear trends among the experiments in 
this exercise. 

Building on the consistency of these exercises, Tobita et al. (2023) conceived 
“LEAP-ASIA-2019” to use the same model geometry as the previous tests, with 
two main objectives: validating the “generalized scaling law” for centrifuge model- 
ing (Iai et al., 2005) by developing two models (Model A and Model B) representing 
the same prototype model using conventional scaling laws and the generalized scal- 
ing laws, respectively, and filling gaps in the data from the “LEAP-UCD-2017” 
exercise in terms of combinations of D, and PGA to extend, establish, and confirm 
observed trends. 

As part of "LEAP-ASIA-2019" exercise, five centrifuge tests were developed in 
the 2.50 m radius and 24g-ton centrifuge of the Disaster Prevention Research 
Institute (DPRI) at Kyoto University; although a comprehensive review of the test 
findings has already been published (Vargas et al., 2021), this paper focuses on the 
details of the model preparation and presents the test results. 


10.2 Test Specifications and Model Preparation 


10.2.1 Description of the Model and Scaling Laws 


As described by Tobita et al. (2023), a uniform-density, 20-m-long, 4-m-deep at 
center, and 5? sloping deposit inside a rigid container was specified for "LEAP- 
ASIA-2019"; since the model specifications established for “LEAP-UCD-2017” 
are applicable for this exercise, the models were built following the specifications 
established by Kutter et al. (20202). 
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Fig. 10.1 Dimensions and instrumentation of the models. (Vargas et al., 2021) 


The dimensions of the rigid box used in the tests are presented in Fig. 10.1. The 
instrumentation consisted of two horizontal (AH11 and AH12) and two vertical 
(AV 1 and AV2) accelerometers placed outside the box to record the input motions. 
In addition, six horizontal accelerometers (AH1, AH2, AH3, AH4, AH6, and AH9) 
and eight pore pressure transducers (P1, P2, P3, P4, P6, P8, P9, and P10) were 
placed inside the ground to capture the soil response in the central array and the 
effects of the rigid boundaries. 

The standard sand selected for the “LEAP-ASIA-2019” is Ottawa F-65, a clean, 
poorly graded, silica sand, with less than 0.5% fines by mass (Carey et al., 2020). In 
order to guarantee that all facilities use the same material, UC Davis delivered the 
sand to all the facilities prior to the tests. 

As mentioned in the previous section, one of the goals of this exercise was the 
validation of the “generalized scaling law" for centrifuge modeling (Iai et al., 2005); 
this scaling law involves a two-stage scaling process in which physical model 
parameters are first scaled to a “virtual 1 g" field using the conventional centrifuge 
scaling factor, 7, and then further scaled to the “prototype” field using scaling fac- 
tors for 1g tests, u. The scaling relationships are presented in Table 10.1. 

For this exercise, five models were developed in the geotechnical centrifuge of 
the Disaster Prevention Research Institute at Kyoto University; Table 10.2 shows 
the scaling factors used for each model. 

As seen in Table 10.2, all models have the same dimensions in prototype scale 
(i.e., the same "generalized scaling factor"); however, different scaling factors were 
used. In order to study the validity of the generalized scaling law, and for compara- 
tive purposes, two groups of models were generated, aiming to achieve a similar 
relative density (D,) and effective peak ground acceleration “PGA,,;;’ (Kutter et al., 
2020b) in each of them. 
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Table 10.1 Generalized scaling relationships 


(1) (2) (3) 

Scaling factors for 1g | Scaling factors for centrifuge | Generalized scaling 

test test factors 
Length Hu " un 
Density 1 1 1 
Time "nz " n 
Frequency 7 225 l/n pu In 
Acceleration | | 1/n l/n 
Velocity pe? 1 we 
Displacement | u'5 n un 
Stress u 1 Hu 
Strain we 1 y” 
Stiffness pe 1 ma 
Permeability | 497? n uy 
Pore pressure | 4 1 Hu 


Tai et al. (2005) 


Table 10.2 Tests developed at Kyoto University and its scaling factors 


Scale factor Scaling factors for Generalized scaling 
Group Model for 1g test (u) centrifuge test (7) factor 
1 KyUAAI I 1 44.4 44.4 
KyUA BI 1 2 22.2 44.4 
KyU. A BI 2 4 11.1 44.4 
2 KyUA A2 I 1 44.4 44.4 
KyU_A_B2_1 2 22.2 44.4 


10.2.2 Model Preparation 


As specified, the air pluviation method was used for sand placement; the constant 
air pluviation height was defined following a calibration process (definition of a 
height-density relationship), prior to each experiment. It was found that the height- 
density relationship was slightly different for each experiment; although it seems 
that the difference could be attributable to environmental conditions (such as humid- 
ity, temperature, etc.), further research would be required for confirmation. 

Density measurements were conducted at three different stages during sand 
placement for each model; less than 5% (in terms of relative density) of difference 
between layers was found. Table 10.3 shows the target and achieved dry densities, 
and these densities were obtained through mass and volume estimations. 

Since the centrifuge facility at Kyoto University is equipped with a shaking table 
in the circumferential direction, to reduce the effects of variations in the radial 
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Table 10.3 Target and achieved dry densities for the five models 


Model Target density (kg/m?) Achieved density (kg/m?) Achieved D, 
KyUAAI I 1682 1677 73.396 
KyU A BI 1 1682 1673 71.996 
KyU A B1 2 1682 1669 70.5% 
KyU_A_A2_1 1628 1628 55.7% 
KyU_A_B2_1 1628 1633 57.5% 


Fig. 10.2 Model KyU A AI 1. (a) Before curving the surface. (b) After curving the surface. 
(Vargas et al., 2021) 


gravity field, the surface was curved according to the geometry of the facility (i.e., 
a circumference with 2.50 m radius), so all points in the surface would have the 
same slope relative to the gravity field and may represent ground with a constant, 5? 
slope angle in the prototype scale (Tobita et al., 2018). The procedure for curving 
the surface was described by Vargas et al. (2020). Figure 10.2 shows Model 
KyU A AI 1, before and after curving the surface. 


10.2.3 Saturation Process 


After curving the surface, the rigid container containing the model was placed in a 
vacuum chamber. Initially, vacuum pressure of around —0.1 MPa was applied to 
facilitate the dissolution of gas bubbles, and CO; was gradually flooded until reach- 
ing atmospheric pressure values. Vacuum pressure was then reapplied and main- 
tained until the end of the saturation process. 

Following the vacuum application, the sample was saturated from the top, using 
a de-aired solution of de-ionized water and methylcellulose (SM-100, Shin-Etsu 
Chemical Co., Ltd.); the mixing rate was iteratively adjusted to achieve the target 
viscosity determined by the scaling laws. 

Since the viscosity experiences significant variations along with changes in tem- 
perature, the amount of methylcellulose was properly adjusted to achieve the 
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Fig. 10.3 Viscosity-temperature curve - Model KyU A B2 1 


required viscosity at temperatures closer to the ones expected in the test. Figure 10.3 
shows the viscosity-temperature curve for Model KyU A B2 1, measured using a 
"tuning fork vibration viscometer" (Izumo, 2006). 

After depositing the viscous mixture, the applied vacuum was gradually removed 
until achieving the atmospheric pressure. 

The degree of saturation of the model was estimated using Okamura's method 
(Okamura & Inoue, 2012), which relates the degree of saturation with small varia- 
tions of the water surface caused by pressure changes. In specific, a piece of poly- 
styrene was placed floating over the model’s “water” surface (methylcellulose 
solution), and “small” amounts of vacuum (—0.02 ~ —0.03 MPa) were induced in 
the vacuum chamber. The vacuum-induced variations in the “water” surface height 
were measured using laser sensors, assuming that the variations of the floating poly- 
styrene's height correspond to variations of the “water” surface. 

After confirming that the saturation of the model was higher than 99%, the model 
was transported by means of a crane from the vacuum chamber to a scale, to confirm 
the actual weight prior to testing. Figure 10.4 shows the model after the saturation 
process. 


10.2.4 Model Testing 


The testing procedure included a shake sequence of three "destructive" input 
motions, and each motion consists of a ramped sinusoidal 1 Hz wave (as seen in 
Fig. 10.5). 

Due to the presence of high-frequency vibrations in the achieved motions, and 
taking into account that higher-frequency components have some but relatively 
small effect on the behavior of the model, this project (as a first approximation) used 
the effective PGA (Kutter et al., 2020b). 
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Fig. 10.4 Model after saturation 
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Fig. 10.5 Specified ramped sine wave. (Vargas et al., 2021) 


PGA mane = PGA y 0.5 PGA,, 


effective 


where “PGA,” represents the PGA of the 1 Hz component of the achieved motion 
and “PGA,,” represents the higher-frequency components of the ground motion. 


10.2.5 Cone Penetration Tests (CPTs) and Measurement 
of Surface Displacement 


As a parameter to better estimate the density and ground uniformity, cone penetra- 
tion tests (CPTs) were performed in each experiment; for each experiment, three 
CPTs were developed, one before each destructive motion, with a new 6 mm 
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Fig. 10.6 Geometry of surface markers 


mini-CPT (Carey et al., 2018); this method, although providing an indirect mea- 
surement (i.e., tip resistance “q.”), has proven to be reliable in the estimation of the 
uniformity of the ground and its associated dry density (Kutter et al., 2020b). Due 
to the characteristics of the CPT apparatus, it was not possible to induce shaking 
while the apparatus was mounted; consequently, each time the CPT was performed, 
the centrifuge had to (1) be stopped to assemble the CPT, (2) increase the required 
g-level to perform the test, (3) stop again the facility to disassemble the CPT, and (4) 
increase the g-level for the shaking process. 

Regarding the measurements of the displacements of the ground surface, the 
centrifuge was equipped with a high-speed camera (Nac Image Technology, Inc.; 
MEMRECAM fx RX-6G), which allowed the estimation (by means of image analy- 
sis) of the time history values of the relative displacement of the 3-D printed surface 
markers placed on the ground surface (see Fig. 10.6). 


10.3 Test Results (Prototype Scale) 


10.3.1 Achieved Input Motions 


To estimate the PGA gifective, the PGA}, values were calculated using a notched band- 
pass filter with corner frequencies between 0.9 and 1.1 times the predominant fre- 
quency. Table 10.4 shows the estimated values of PGA, PGA;y,, and PGA. of the 
first destructive motion. 

As shown in Table 10.4, the achieved PGA,; values were consistently maintained 
within each group's tests (i.e., 0.25g for Group 1 and 0.12g for Group 2). To achieve 
this, the shaking table was calibrated before each test. 

Figures 10.7 and 10.8 show a comparison between the target motion and the 
achieved input Motion 1 for each model. 
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Table 10.4 Target and estimated PGA. values — prototype scale 


Target value Achieved value 

PGA gir 
KyUAAI I 0.191 0.113 0.248 
KyU A BI 1 0.192 0.12 0.252 
KyU. A BI 2 0.189 0.118 0.248 
KyUA A2 1 0.101 0.033 0.118 
KyUA B2 1 0.089 0.074 0.126 

Input Acceleration - Model KyU. A, A1 1 Input Acceleration - Model KyU A B1 1 
0.3 Achieved Motion 0.3 Achieved Motion | 


Target Motion Target Motion 


Acc. (g) 
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Time (s) 


(b) 
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Target Motion 


Time (s) 


(c) 


Fig. 10.7 Comparison among achieved and target input motions for Group 1 models 
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Fig. 10.8 Comparison among achieved and target input motions for Group 2 models 
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10.3.2 Excess Pore Water 


Nine excess pore water pressure transducers (EPWPT) were installed inside the 
ground to estimate the excess pore water pressure (Au). The Au values of the first 
destructive motion for all sensors and the excess pore water pressure ratio (r,) for 
the sensors located in the central array are shown in Figs. 10.9 and 10.10, respectively. 

Figure 10.9 shows that small variations in Au values (and thus in r, max values) 
were observed among the models in Group 1. These variations were found to be 
associated with the achieved PGA values (PGAgyy_4_a1_1<PGAxyu_a_pi2<PGAxyu_a_ 
21 1). Despite the differences and variations, the models in Group 1 exhibited similar 
excess pore water pressure behavior even when different scaling laws (1.e., conven- 
tional scaling laws and generalized scaling laws) are used to represent the same 
prototype scale. 

Regarding Group 2 models, as seen in Fig. 10.10, important differences among 
models were found; nevertheless, as with Group 1 models, this difference was found 
to be correlated with the achieved PGA values. It is worth noting that, for “small” 
PGA levels at a "low" gravity level, a significant increase in the high-frequency 
components of the input acceleration (expressed as a percentage of the PGA value) 
was observed. This resulted in significant differences in the PGA value, even though 


EPWP (Au) - Model KyU. A A1 1 EPWP (Au) - Model KyU A B1 1 


40 


40 


Time (s) Time (s) 
(b) 
Model Fe max 

Pi Lei P3 P4 

KyUAAI 1 0.89 0.90 0.99 0:97 

KyU A Bl 1 095 0.91 1.00 1.00 

Time (s) KyU A BI 2 oss 0.82 1.00 1.00 

(c) (d) 


Fig. 10.9 (a) Excess pore water pressure - Model KyU_A_A1_1. (b) Excess pore water pres- 
sure — Model KyU. A BI I. (c) Excess pore water pressure - Model KyU A BI 2. (d) r, max 
for sensors located in the central array — Group 1. (Vargas et al., 2021) 
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EPWP (Au) - Model KyU_A_A2_1 EPWP (Au) - Model KyU_A_B2_1 


40 


40 


Model 


P1 P2 P3 P4 

KyUA A21 0.26 0.31 0.47 0.50 

KyUAB21 — 06 0.77 0.90 0.90 
(c) 


Fig. 10.10 (a) Excess pore water pressure - Model KyU. A. A2 1. (b) Excess pore water pres- 
sure — Model KyU. A. B2 I. (c) r, max for sensors located in the central array — Group 2. (Vargas 
et al., 2021) 


the PGA, values were intended to be kept almost constant. Thus, for “large” values 
of high-frequency content, PGA, (as previously defined) may not be an appropriate 
parameter to represent the demand, and further research is needed to clarify 
this point. 


10.3.3 Ground Motion Accelerations 


Figures 10.11 and 10.12 show the response time histories for all accelerometers 
located inside the deposit for the first destructive motion. As shown in these figures, 
no significant amplification or distortion of the motion is recorded prior to the 
development of significant EPWP. However, after significant EPWP development, 
the motion considerably changed, developing sharp spikes, which are typical char- 
acteristics of the dilative behavior of liquefied sand. It is noteworthy that the distor- 
tion in the acceleration starts in the shallow zones of the deposit and becomes more 
pronounced as the r, value increases more rapidly in these regions. 

Figure 10.11 shows that all Group 1 models exhibited similar response accelera- 
tion behaviors, both before and after the distortion caused by significant EPWP 
development. Although some slight differences may be noticeable, as in the case of 
EPWP values (Sect. 10.3.2), these were found to be correlated with the achieved 
PGA values. Therefore, it can be concluded that Group 1 models, including those 
using either conventional scaling laws (KyU. A AI 1) or generalized scaling laws 
(KyU. A B1 1 and KyU A BI. 2), show comparable behaviors in terms of ground 
response acceleration. 
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Fig. 10.11 (a) Ground motion accelerations for Model KyU A AI 1. (b) Ground motion accel- 
erations for Model KyU A BI l. (c) Ground motion accelerations for Model KyU A Bl 2. 
(Vargas et al., 2021) 


Regarding Group 2 models, Fig. 10.12 shows that only sensor AH4 exhibited 
significant distortions in the ground response acceleration, which is consistent with 
the EPWP values reported in Fig. 10.10. Despite the differences in PGA values, the 
ground response acceleration behavior appears to be reasonably similar between the 
two Group 2 models (KyU A. A2 1 and KyU A B2 1). 

Also, it is worth noting that, as mentioned in the previous section, Model 
KyU A B2 1 exhibited a significant increase in high-frequency components for 
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Fig. 10.12 (a) Ground motion accelerations for Model KyU A A2 l. (b) Ground motion accel- 
erations for Model KyU A B2 1. (Vargas et al., 2021) 


"small" PGA levels at a “low” gravity level; and, in addition to the increment of the 
high-frequency components, additional cycles of vibration (from t = 18.5 s) were 
recorded. 


10.3.4 Cone Penetration Tests 


As specified, in-flight cone penetration tests “CPTs” (Carey et al., 2018) were car- 
ried out prior to each destructive motion. Specifically, CPT1, CPT2, and CPT3 were 
conducted before Motions 1, 2, and 3, respectively. 

Kutter et al. (2020b) found that the tip resistance at the mid-depth (i.e., at 2.0 m) 
is well correlated with the initial relative density of the ground, so this parameter 
(qc2 at CPT1) can be used for comparisons among the tests. 

Figures 10.13 and 10.14 show the CPT results for Group 1 and Group 2 models, 
respectively. The uniformity of the ground was confirmed by the absence of abrupt 
changes in any of the profiles. Regarding the qc», value at CPT1, a good agreement 
was found for tests with u < 2, suggesting that further experiments are needed to 
determine the suitability of the generalized scaling laws for u > 2. 


252 


; CPT Tests - Model KyU A A1 1 
5 T T T 


à CPT Tests - Model KyU 
5 T T 


R. R. Vargas et al. 


A B1 1 


q. (MPa) 


q. (MPa) 


CPT1 
CPT2 
CPT3 


,,CPT Tests - Model KyU. A. B1 2 


q, (MPa) 


Depth (m) 


(b) 


Fig. 10.13 (a) CPT for Model KyU A AI I. (b) CPT for Model KyU A BI 1. (c) CPT for 
Model KyU. A BI 2. (Vargas et al., 2021) 
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Fig. 10.14 (a) CPT for Model KyU A A2 lI. (b) CPT for Model KyU A B2 l. (Vargas 


et al., 2021) 
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As for the re-liquefaction process, despite that the global relative density of the 
model increased after each liquefaction process, no clear trend of increase nor 
decrease was observed in the qc value recorded before and after each process (i.e., 
comparison between CPT1—CPT2 and CPT2—CPT3); so, for subsequent processes 
of liquefaction, additional parameters (such as strain history, induced anisotropy, 
changes in fabric, etc.) need to be taken into account for the determination of the 
relative density. 


10.3.5 Surface Displacements 


As part of the previous exercise (LEAP-UCD-2017), Kutter et al. (2020b) stated 
that the use of high-speed cameras for measuring lateral displacements of ground 
surface during lateral spreading proved to be particularly valuable. In this regard, as 
discussed in Sect. 10.2.4, a high-speed camera was installed in the centrifuge to 
capture the behavior of the ground surface during and after the motion. An image 
analysis procedure was employed using the commercial software DIPP-Motion V to 
obtain the surface displacement based on the recorded images. It is worth noting 
that the deformation of some markers could not be tracked due to light reflec- 
tion issues. 

Figure 10.15 shows that the displacements of Group | models follow a similar 
trend to that found in the EPWP and the ground response acceleration 
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Fig. 10.15 (a) Surface ground displacements - Model KyU A AI I. (b) Surface ground dis- 
placements — Model KyU A BI 1. (c) Surface ground displacements - Model KyU A BI 2 
(magnification of deformation — 15 times). (Vargas et al., 2021) 
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Fig. 10.16 (a) Surface ground displacements - Model KyU_A_A2_1. (b) Surface ground dis- 
placements - Model KyU A B2 1 (magnification of deformation — 15 times) 


measurements; the small differences among the tests can be correlated with the 
achieved PGA values. 

In contrast, Fig. 10.16 shows significant differences between the measured dis- 
placements of the Group 2 models. As described in Sect. 10.3.3, the differences can 
be explained by the fact that significant differences in the input motion (an increase 
in high-frequency components and additional vibration cycles) are recorded, result- 
ing in an increased seismic demand in Model KyU. A B2 1. 


10.4 Conclusions 


LEAP (Liquefaction Experiments and Analysis Projects) is a joint exercise that pur- 
sues the verification, validation, and uncertainty quantification of numerical lique- 
faction models. “LEAP-ASIA-2019” is one of the LEAP's exercises, whose main 
objectives are to validate the “generalized scaling law” for lateral spreading and to 
fill the gaps of experiments to complete the dataset obtained as part of the 
“LEAP-UCD-2017.” 

This paper presents the centrifuge tests developed in the geotechnical centrifuge 
of the Disaster Prevention Research Institute (DPRI) at Kyoto University, for 
“LEAP-ASIA-2019.” 


* Five models were tested under different centrifugal accelerations, keeping the 
same geometry in prototype scale (by changing the scaling laws); for comparison 
purposes, tests were divided into two groups. For Group 1 (D, ~ 75% and 
PGA,; z 0.25g), three models were developed at 44.49, 22.29, and 11.1g; as for 
Group 2 (D, ~ 55% and PGA. % 0.12g), two models were developed at 44.49 
and 22.2g. 

* [mage analysis was used to estimate the ground displacements as a result of each 
experiment; the final displacements were estimated by image analysis. 

e The applicability of the generalized scaling law (for u € 4) was confirmed for 
generation of EPWP, ground motion response acceleration, and surface ground 
displacement. 


10 LEAP-ASIA-2019 Centrifuge Test at Kyoto University 255 


* As for the CPTs, the applicability of the generalized scaling law was confirmed 
for u < 2 values. 

e [t has been found that for “large” values of high-frequency contents, the PGA. 
(as defined in the LEAP-UCD-2017 exercise) does not seem to be a suitable 
parameter to represent the seismic demand. 

* As for the re-liquefaction process, no clear trend of increase nor decrease was 
observed in the q. value recorded before and after each process; so, for the esti- 
mation of the relative density in grounds with prior history of liquefaction events, 
additional parameters need to be taken into account. 
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Chapter 11 A 
LEAP-ASIA-2019 Centrifuge Test at NCU e 


Jun-Xue Huang and Wen-Yi Hung 


Abstract Two centrifuge tests are performed at NCU under centrifugal accelera- 
tion field of 26g and 13g to validate the generalized scaling law for LEAP- 
ASIA-2019. The model arrangement and test process follow the specification of 
LEAP-UCD-2017. Both models are subjected one destructive motion which is 
0.18g, 1 Hz, 16 cycles, tapered sine wave. Test results indicate the model adopted 
generalized scaling law with virtual 1g modeling factor of 2 can generally simulated 
the same prototype of the model only adopted centrifuge scaling law. The accelera- 
tion response, pore water pressure behavior, and cone tip resistance of both models 
are in good agreement with each other. 


Keywords Liquefaction Experiments and Analysis Project (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modelling 


11.1 Introduction 


Liquefaction Experiments and Analysis Projects (LEAP) is a series of collaborative 
research projects, and LEAP aims to produce reliable experimental data for assess- 
ment, calibration, and validation of constitutive models and numerical modeling 
techniques (Kutter et al., 2020a). In LEAP-UCD-2017, 9 different centrifuge facili- 
ties conducted 24 separate model tests to obtain the meaningful assessment of the 
sensitivity and variability of the tests (Kutter et al., 2020b). 

For LEAP-ASIA-2019, NCU conducted two centrifuge modeling tests to vali- 
date the generalized scaling law. The acceleration response, excess pore water pres- 
sure behavior, displacement behavior, and cone tip resistance of model A and model 
B are compared and discussed in this paper. In addition, the shear velocity and 
predominate frequency of soil deposit determined by pre-shaking technique and the 
deposit profile movement tracked by spaghettis are presented. 
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11.2 Test Equipment and Material 


NCU geotechnical centrifuge has nominal radius of 3 m. The one-dimensional 
shaker was equipped on the basket of centrifuge. The maximum payload of shaker 
is 400 kg under maximum centrifugal acceleration field of 80g. The shaker can 
provide a motion with frequency range from 0 to 250 Hz. The container used for 
LEAP-ASIA-2019 is a rigid box composed by aluminum alloy plates with inner 
dimensions of 767 mm (L) x 355 mm (W) x 400 (H). The detail information could 
refer to Hung et al. (2022). 

Ottawa sand F65 shipped from UC Davis is used to make the dry sand bed for 
LEAP-ASIA-2019. The value recommended by Carey et al. (2020) of minimum dry 
density and maximum dry density is 1490.5 kg/m? and 1757.0 kg/m’, respectively. 
Ottawa sand F65 is classified as poorly graded sand in Unified Soil Classification 
System. The detail information regarding to the physical and mechanical properties 
of Ottawa sand F65 were presented by Carey et al. (2020) and El Ghoraiby 
et al. (2020). 


11.3 Description of the Experiments 


Two tests for LEAP-ASIA-2019 were conducted at National Central University 
(NCU) and the testing conditions are listed at Table 11.1. The dimensions of model 
are 767 mm (L) x 355 mm (W) x 153.8 mm (H) with 1643 kg/m? (model A) and 
1626 kg/m? (model B) of dry unit weight by using Ottawa F-65 sand. A 5-degree 
slope and curvature ground surface are the same as the models of LEAP-UCD-2017. 
The centrifuge modeling factor, 7, are 26 and 13; and the virtual 1g modeling scal- 
ing factor, u, are 1 and 2 for model A and B, respectively. Therefore, models A and 
B were carried out under 26g and 13g acceleration field. Based on the generalized 
scaling law provided by Iai et al. (2005), the scaling factors of physical quantities 
adopted in NCU tests are listed in Table 11.2. 

During spinning, total 3 shaking events were applied including 1 destructive and 
2 nondestructive motions. The destructive 16-cycle tapered sine wave was 1 Hz 
frequency and target effective peak base acceleration (PBA,;) of about 0.1g. Before 
and after destructive motion, two nondestructive motions with 3 Hz frequency and 
0.04g amplitude of 1-cycle sine wave were input to detect the shear velocity and 
predominant frequency of soil strata. The characteristics of shaking events are listed 


Table 11.1 Conditions of models 


| Scaling factor ____| Achieved density PBA | PBAgr (PBA 
Test no. | Centrifuge, 7 | Virtual 1g, u | (kg/m?) | (g) (g) | (g) 
ModelA |26 d | 1643 (0.180 [0.141 |0.108 


ModelB | 13 [2 | 1628 0.164 [0.126 |0.096 
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Table 11.2 Scaling factors adopted for NCU models 
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Physical quantity Generalized scaling factor Model A Model B 

Length un 26 26 

Density 1 1 1 

Time [7n 26 21.8 

Frequency we? ln 1/26 1/21.8 

Acceleration l/n 1/26 1/13 

Velocity ee 1 1.68 

Displacement un 26 36.8 

Stress Hu 1 2 

Strain a 1 1.41 

Stiffness pes 1 1.41 

Permeability jn 26 21.8 

Pore pressure 4 1 2 

Table 11.3 Characteristics of three shaking events 
Frequency PBA 

Event no. (Hz) (model A / model B) Cycle Type 

sl 3 0.036g/0.045g 1 Pre-shaking (nondestructive) 
Rectangular sine wave 

s2 1 0.180g/0.164g 16 Main shaking (destructive) 
Tapered sine wave 

s3 3 0.035g/0.046g 1 Pre-shaking (nondestructive) 
Rectangular sine wave 


in Table 11.3. The achieved PBA, of destructive motions are 0.141g and 0.126g for 
models A and B, respectively. 

The models were prepared and following the test procedure of LEAP-UCD-2017, 
the test flow chart is shown in Fig. 11.1 (Kutter et al., 2020a). The sand bed was 
made by air-pluviation method with a constant drop height of 500 mm and flow rate 
of 2.5 kg/min. The accelerometers and pore pressure transducers were installed at a 
specific location during pluviating. The 5° slope and curved surface were formed by 
using a vacuum and a specific curved acrylic scraper after air-pluviation completed. 
Eighteen PVC surface markers were then placed and 12 sticks of spaghetti were 
penetrated vertically into soil strata at the certain locations. The side view and top 
view of model A and model B before test are shown in Figs. 11.2 and 11.3, 
respectively. 

Pure CO, was filled from the bottom of the container for 1.5 h with air flow rate 
of 0.25 kg/cm’ to replace the air in the container before saturation. The methylcel- 
lulose solution with specific viscosity was dropped on the sponge putting on the 
slope surface to saturate model with a flow rate of 1 kg/h under stable vacuum pres- 
sure. The degree of saturation was measured by Okamura method and it should be 
higher than 99.5%. Then the location and elevation of markers were measured by 
using digital vernier caliper. 

NCU centrifuge was spinning from 1g to certain g-level (26g for model A and 
13g for model B), and the tests were carried out by the sequence described below; 
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Q Start the test 
á (1) Air-pluviation 
Model preparation Q (2) Saturation 
© Check the degree of saturation 


* (1) Pre-shaking 
4 (2) First CPT test 
Shaking table test ! (3) Main shaking 
(4) Second CPT test 
(5) Pre-shaking 


]; Stop spinning 
" Measure the elevation of markers 


Cut the soil profile 1 


Fig. 11.1 The procedure of LEAP tests at National Central University. (a) Top view of dry model; 
(b) Curved surface; (c) Side view of dry model; (d) Side view of saturated model; (e) Top view of 
saturated model 


(1) the first shaking event, a nondestructive motion, was inputted; (2) the first CPT 
test was implemented; (3) second shaking event, a destructive motion, was input; 
(4) the second CPT test was implemented; (5) the third shaking event, a nondestruc- 
tive motion, was input. After testing, the centrifuge was stopped to measure the final 
location and elevation of makers and cut the soil profile to observe deformation 
behavior of spaghetti and the position of pore pressure transducers at the middle 
array. The soil profiles of model A and model B after test are shown in Figs. 11.4 
and 11.5, respectively. In addition, the detail information regarding to air-pluviation, 
saturation, and in-flight cone penetration test were presented by Hung and 
Liao (2020). 

Finally, the achieved PBA. of destructive motions are 0.112 and 0.104g in 
model A and B, respectively. 


11.4 Comparison Between Model A and Model B 


The positions of sensors and the direction of positive acceleration are shown in 
Fig. 11.6. The positive acceleration is toward upslope direction, conversely, the 
negative acceleration is toward downslope direction. This is the definition of the 


11 LEAP-ASIA-2019 Centrifuge Test at NCU 261 


(c) Side view of dry model (d) Side view of saturated model 


(e) Top view of saturated model 


Fig. 11.2 Model A photos before test. (a) Side view; (b) Side view before profile cutting; (c) 
Profile cutting for spaghettis; (d) Profile cutting for middle array pore pressure transducers 


direction of results in this paper, and all of the results in this paper are presented in 
prototype scale. 


11.4.1 Acceleration Response 


Figure 11.7 is the acceleration time histories of destructive motion 1 in model A and 
model B. The acceleration is expressed in prototype scale by taking scaling factor 
of 1/26 (1j = 26) in model A and 1/13 (y = 13) in model B. The time histories indicate 
that the acceleration response of both models is very consistent; however, there is a 
slightly different of spike signal amplitude obtained by the accelerometers at the 
surface layer. 
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(c) Top view of saturated model (d) Side view of saturated model 


Fig. 11.3 Model B profile before test. (a) Side view before profile cutting; (b) Profile cutting for 
spaghetti; (c) Profile cutting for middle array pore pressure transducers 


(a) Side view (b) Side view before profile cutting 


— —— — 


(©) Profile cutting for spaghettis (d) Profile cutting for middle array pore 
pressure transducers 


Fig. 11.4 Model A photos after test. (a) Side view of dry model; (b) Top view of dry model; (c) 
Top view of saturated model; (d) Side view of saturated model 
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(b) Profile cutting for spaghetti 


(c) Profile cutting for middle array pore pressure transducers 


Fig. 11.5 Model B photos after test 
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Fig. 11.6 Model arrangement and direction definition of NCU models 
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Fig. 


Fig. 


Acceleration (g) 


Pore water pressure (kPa) 


Time (s) 


. 11.7 Acceleration time histories of main shaking (s2) 


Time (sec) 


11.8 Excess pore water pressure time histories (20 s) of main shaking (s2) 


11.4. EPWP Behavior 


Figure 11.8 shows the excess pore water pressure exceeding behavior during 


des 
sca 


tructive motion | in model A and model B. The EPWP is expressed in prototype 
le by taking scaling factor of 1 (u = 1) in model A and 2 (y = 2) in model B. The 


result shows that both of the magnitude and exceeding behavior are very consistent 
at P2, P4 and P8. Figure 11.9 shows the EPWP dissipation behavior. We could 
observe that the dissipation time is slightly different at P2 due to the effect of viscos- 


ity 


of saturation fluid. 
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Fig. 11.9 Excess pore water pressure time histories (500 s) of main shaking (s2) 
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Fig. 11.10 Displacement of surface markers 


11.4.3 Surface Displacement 


The surface displacement and settlement are expressed in prototype scale by taking 
scaling factor of 26 (u!?g = 1'° x 26) in model A and 36.77 (u'?g = 2? x 13) in 
model B. Figure 11.10 shows the displacement vector of each marker. The maxi- 
mum displacement happens at middle slope in model A but at downslope in model 
B. There is lower consistency of surface displacement behavior, both of magnitude 
and direction, between each model. Figures 11.11 and 11.12 show the settlement of 
markers. The maximum settlement happens at number 1 marker location (upslope), 
and maximum upheave induced by accumulation of upslope soil happens at number 
6 maker location (downslope) in both models. However, the magnitude and the 
trend at middle slope are not consistent between each model. 
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Fig. 11.11 Settlement of all markers 
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Fig. 11.12 Settlement of array 2 markers 
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Fig. 11.13 Cone tip resistance (q.) distribution along the depth 


11.4.4 Cone Tip Resistance 


The distribution of q. along the depth is plotted at Fig. 11.13. The q. is expressed in 
prototype scale by taking scaling factor of 1 (u = 1) in model A and 2 (y = 2) in 
model B. The value after destructive motion 1 is very consistent between model A 
and model B. Before destructive motion 1, the value is very consistent at depth 
0-1.5 m, but the value is different at depth over 1.5 m. The difference of qe may be 
influenced by the speed of penetration. The speed of penetration is not constant 
because the penetration force applied to CPT is applied by manually adjusting air 
pressure to cylinder. 


11.4.5 Discussion on GSL 


In general, the prototype of model B which the 1g virtual scaling factor (ji) is 2 can 
modeling the prototype of model A. The results of acceleration response, excess 
pore water pressure behavior, and cone tip resistance between model A and model 
B are in good agreement with each other. However, the results of acceleration 
response and surface displacement behavior indicate the consistency of surface soil 
behavior is low. Therefore, more experiments are needed to validate GSL. 
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11.4.6 LEAP-UCD-2017 vs. LEAP-ASIA-2019 


Figures 11.14 and 11.15 are the acceleration and EPWP time histories of NCU 
models in LEAP-UCD-2017 (Hung & Liao, 2020). The density of models and the 
PBA of input motions are different with NCU models in LEAP-ASIA-2019. The 
density of models is 1651, 1653, and 1653 kg/cm? corresponding to NCU 1, NCU 
2, and NCU 3 in LEAP-USD-2017. The achieved PBA of motion is 0.265, 0.221, 
and 0.185g corresponding to NCU 1-ml1, NCU 2-ml, and NCU 3-m3. Although 
density and PBA of models in LEAP-UCD-2017 are denser and larger than models 
in LEAP-ASIA-2019, the trend of results in both projects is similar. 


11.5 Pre-shaking Analysis and Spaghetti Deformation 


11.5.1 Shear Velocity 


Pre-shaking technique provided by Lee et al. (2012) is used to detect the shear 
velocity and predominant frequency of soil strata by inputting a non-destructive 
motion. In both model A and model B, a 3 Hz, PBA - 0.04g, 1 cycle sine wave non- 
destructive motion was input before and after test. The amplitude and duration of 
motion are small and short enough so that it would only exceed little or even no 
excess pore water pressure. Figures 11.16 and 11.17 show the acceleration time 
histories of both model in s1 and s3. 


ya (11.1) 


where v, = shear velocity (m/s), L = distance (m), At = time difference (s). 

Shear velocity of soil strata is determined by Formula (11.1). The arrival time of 
wave is got from each accelerometer time history; afterward, the difference arrival 
time between each accelerometer can be determined. Moreover, the distance 
between each accelerometer is given. The shear velocity of soil strata is finally fig- 
ured out. The results are shown in Fig. 11.18. The average shear velocity is averaged 
out the shear velocity of 3 arrays. In model A case, the average shear velocity is 367 
and 520 m/s before and after destructive motion (s2), respectively. In model B case, 
the average shear velocity is 296 and 340 m/s before and after destructive motion 
(s2), respectively. The shear velocity of soil strata is related to the density of soil 
strata. Denser soil has larger shear velocity, and the density of model A is larger than 
the density of model B. In addition, the density of soil strata after destructive motion 
(s2) is supposed to be larger than the density of soil strata before destructive motion 
(s2). Therefore, the results are reasonable. 
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Fig. 11.14 The time histories of acceleration for NCUI-ml, 
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NCU 1 - Motion 1 
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Fig. 11.16 Acceleration time histories of s1 (pre-shaking before main shaking) 
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Fig. 11.17 Acceleration time histories of s3 (pre-shaking after main shaking) 
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Fig. 11.18 Shear velocity of soil strata before and after main shaking 


11.5.2 Predominant Frequency 


Transform the free vibration signal of pre-shaking acceleration time histories to 
frequency domain from time domain via fast Fourier transform. Figure 11.19 shows 
the Fourier spectra of acceleration time histories in s1 and s3. From Fourier spectra, 
the predominant frequency of soil strata in model A is 5.25 Hz and in model B is 
5.5 Hz. In addition, the frequency of free vibration can be estimated from accelera- 
tion time histories. The estimated frequency of free vibration is approximately at the 
range of 5-6 Hz. 
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Fig. 11.19 Fourier spectra of acceleration time histories in s1 and s3 


11.5.3 Spaghetti Deformation 


The spaghettis were penetrated into soil strata during model preparation. The spa- 
ghettis were supposed to deform with the soil strata; therefore, the deformation 
behavior of soil strata can be estimated by the displacement of spaghetti. The soil 
strata profile is got by cutting model after test. The horizontal displacement of spa- 
ghetti along the depth (Fig. 11.20) is determined via image digitalized tool from the 
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Fig. 11.20 Displacement of spaghetti along the depth after test 


soil profile. The result indicates the horizontal displacement of soil decrease with 
increasing depth in both models, but the displacement in model B is larger than in 
model A. It shows the generalized scaling factor for displacement may overestimate 
the among of displacement. 


11.6 Conclusions 


Two centrifuge modeling tests were conducted to validate the generalized scaling 
law. Both models are 5°-inclined slope of 4-m-deep-saturated sandy ground model 
subjected a destructive motion with PBA 0.18 and 0.16g, respectively. Model A 
adopts centrifuge scaling law with centrifuge scaling factor (7) of 26. Model B 
adopts generalized scaling law with centrifuge scaling factor (7) of 13 and virtual 1g 
modeling factor (4) of 2. The results of acceleration response, excess pore water 
pressure, and cone tip resistance show the generalized scaling law can simulate the 
same prototype simulated by centrifuge scaling law well. However, the results of 
surface displacement and ground displacement show the generalized scaling factor 
for displacement may overestimate the among of displacement. 
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Chapter 12 A 
Experimental Evaluation of Lateral Net 
Spreading of a Liquefiable Sloping Deposit 
Using Centrifuge and Generalized Scaling 

Law Tests at RPI 


Evangelia Korre, Tarek Abdoun, and Mourad Zeghal 


Abstract Two centrifuge model tests of a liquefiable sloping deposit subjected to a 
tapered acceleration input motion were conducted at Rensselaer Polytechnic 
Institute as part of the Liquefaction Experiments and Analysis Projects (LEAP). The 
models were built at a consistent relative density D, — 6596, observing the same 
methodology of model preparation, but reflected different scaling laws. Model A 
was designed observing the conventional similitude laws for centrifuge testing, 
whereas Model B was designed based on the principles of the generalized scaling 
laws. Albeit the response of the two models was comparable prior to liquefaction, 
Model B showed a higher propensity for liquefaction and exhibited higher surficial 
lateral displacements. 


Keywords Liquefaction Experiments and Analysis Project (LEAP-ASIA-2019) - 
Generalized scaling law (GSL) - Centrifuge modelling - RPI 


12.1 Introduction 


Geotechnical centrifuge modeling is a well-established and a validated methodol- 
ogy of reduced-scale testing of geo-systems under static or dynamic conditions 
(Schofield, 1981; Steedman, 1991). The conventional scaling laws of centrifuge 
testing (Garnier et al., 2007) are based on equivalent stress conditions between 
homologous (geometrically analogous) points in the model and the prototype, 
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rendering the geotechnical centrifuge a reliable means of testing. Despite its effi- 
cacy, conventional scaling introduces some restrictions in the design of the experi- 
mental set up. The selection of the model scaling factor, 4, depends on the available 
platform size in the centrifuge facility. Additional limitations may stem from the 
capacity of the shaking table actuators and possibly the capacity (1.e., highest g-ton 
level) of the centrifuge. These parameters often determine the geometrical dimen- 
sions of the model. A frequent trade-off in centrifuge physical modelling is the size 
of the prototype versus the size of the model. Large prototypes usually require sig- 
nificantly high values of the scaling factor 4, leading to rather small models. Such 
experimental schemes may prove problematic, due, for example, to inaccuracy in 
modeling the boundary conditions in small size models. An additional source of 
uncertainty is the possible interaction between sensors, as a result of the limited 
space in small models to properly install the instrumentation. 

Over the past decades, performance-based design has led to an increased demand 
for testing larger models (Tobita & Iai, 2011). Large scale models using shaking 
tables in 1-g conditions have been used to test large soil systems (Tokimatsu et al., 
2007; Van Den Einde et al., 2004). In 1-g testing, specific similitude laws, different 
from the ones for centrifuge testing, are applied. However, challenges remain for 
unconventionally large geo-systems. The dependence of soil behavior on overbur- 
den effective stress, combined with additional accommodations often needed to 
minimize the effect of the container boundaries on the model, would lead to 
extremely large soil system being utilized for the model, hence rendering 1-g shake 
table testing an unrealistic choice (Tobita & Iai, 2011). 

In order to overcome these restrictions for large geotechnical prototypes, Iai 
et al. (2005) introduced an innovative scaling method referred to as “two-stage” 
scaling. This methodology employs the similitude laws for centrifuge testing and 
1-gtesting simultaneously, prescribing the scaling in the following two district steps: 


1. The prototype is scaled down by a factor of u under 1g condition. The yielded 
geometry corresponds to a virtual model, which is to be further scaled down as 
described in step 2. 

2. The virtual model is scaled down by a factor of 7, observing the centrifuge scal- 
ing laws. 


The second scaling leads to the adopted geometry of the physical model, to be tested 
on the centrifuge. The comparative advantage of the generalized scaling is that 
unconventionally large prototypes can be tested on the centrifuge, by avoiding very 
large scaling factors and thus very small geometries. Instead, the unusually large 
scaling factors are partitioned in two parts: u and 7, corresponding to the 1-g and 
centrifuge scaling. 

As part of the experimental campaign for the Liquefaction Experiments and 
Analysis Project (Manzari et al., 2014, 2018), a set of centrifuge experiments of a 
saturated 5? sloping deposit were undertaken in LEAP-2017. The same experimen- 
tal set up was utilized for the LEAP-Asia2019, and aimed at investigating the 
response of the same sloping deposit observing the principles of generalized scal- 
ing laws. 
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This article presents and compares two centrifuge model tests (A and B) con- 
ducted at Rensselaer Polytechnic Institute (RPT) according to the two scaling meth- 
odologies. Model A was tested using the traditional centrifuge similitude laws, and 
Model B was tested using the laws of generalized scaling. The focus in this article 
is on the lateral surficial displacements and deformation. Full documentation of 
these two tests can be found in Korre et al. (2020a, 2021). All dimensions hence- 
forth are presented in prototype units. 


12.2 Scaling Methodology 


The tested Models A and B simulated a 5? mildly sloping deposit, pluviated dry 
using Ottawa F-65 sand, manufactured by U. S. Silica. Both models reflected the 
same prototype and had the same dimensions, but they were built observing differ- 
ent scaling principles and they were tested at different centrifugal gravitational 
fields. Model A, observing the traditional scaling laws for centrifuge testing, was 
scaled by a factor of A = 23 and tested under a 23g gravitational field (Fig. 12.1). 

Model B was scaled following the methodology of generalized scaling (Iai 
et al., 2005): 


Model A Model B 
23g 46g 
[3 a E 
un E n € 
A Prototype 8 E Prototype g 
e aad m 
[20 m] [20 m] 
l Hu 7 0.50 
E Virtual Prototype T 
l A=23 a (1g) e 
wo 


[0.87m] 


Fig. 12.1 Concept of centrifuge scaling adopted for Model A and generalized scaling for Model B 
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1. The prototype was scaled to a theoretical prototype based on the similitude laws 
for 1g testing, using a scaling factor of: 


u=0.50 (12.1) 


Thus, the virtual model is twice as large as the prototype. This unconventional 
approach was adopted in order to avoid performing the centrifuge experiment at 
a low gravitational acceleration when using a 4 larger than one. Such a case 
would lead to erroneous results associated with the centrifuge capabilities at 
Rensselaer. 
2. The theoretical prototype was scaled down to the centrifuge model dimensions 
using a scaling factor of: 


n = 46.0 (12.2) 


Model B was therefore tested under a 46g level. 
3. From steps 1 and 2, the global or “partitioned” factor (Iai et al., 2005) for 
Model B is: 


à= un (12.3) 


This factor dictates the scaling factors for Model B as presented in Table 12.1. 


Figure 12.1 presents the concept of the two applied scaling methods and the 
g-level employed in Model A and Model B. Observe that both models reflected the 
same prototype and had the same dimensions. 


12.3 Model Construction 


Both models were prepared in a rigid container with a plexiglass window as shown 
in Fig. 12.1, observing the same experimental procedure. Dry air pluviation of 
Ottawa F-65 sand was used and performed at a constant drop-height and velocity to 
achieve relatively uniform relative density with depth. In both models the achieved 
mass density was found to be approximately 1.65g/cm’, corresponding to D, = 65%, 
based on the maximum and minimum mass densities reported in Carey et al. (2020). 
Observing the methodology described in Korre et al. (2020b), Models A and B were 
saturated on the centrifuge beam with methylcellulose solution of 23cP and 27cP 
viscosity respectively (Table 12.1). 

The employed instrumentation in Model A and Model B is shown schematically 
in Fig. 12.2. Three rows of accelerometers and pore pressure transducers were 
embedded in specified depths in the two models, along the longitudinal axis of sym- 
metry of the model (Korre et al., 2021). The as-built coordinates of the utilized sen- 
sors, with reference to the intersection of the axes of symmetry of the container base 
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Table 12.1 Generalized scaling laws as adopted by Tobita and Iai (2011) and scaling factors 


of Model B 
Scaling Equation Partitioned 
Scaling | Equation factor partitioned scaling 
Equation | factor 1g | centrifuge | centrifuge scaling factor | factor 

Parameter 1g scaling | test scaling test À = m À = u 
Length H 0.500 n 46.000 un 23.000 
Density 1.000 1.000 1.000 1.000 1.000 1.000 
Time u” 0.595 n 46.000 un 27.352 
Frequency PP 1.682 1% 0.022 p/n 0.037 
Acceleration | 1.000 1.000 1m 0.022 l7 0.022 
Velocity ye? 0.595 1.000 1.000 peo? 0.595 
Displacement | 4? 0.354 D] 46.000 i^n 16.263 
Stress I 0.500 1.000 1.000 I 0.500 
Strain po 0.707 1.000 1.000 jo 0.707 
Permeability | 497? 0.595 n 46.000 uon 27.352 
Pore pressure | 0.500 1.000 1.000 H 0.500 


EE Accelerometer 


AV1 


@ Pore Pressure Transducer 


BE| Bender Elements 


AV2 


Fig. 12.2 Instrumentation scheme for Model A and Model B 
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Table 12.2 Location of accelerometers and pore water pressure transducers for Model B 


Coordinates during model 

Coordinates during model construction dissection 
Sensor xm ym z*:m xm ym z*:m 
(a) Accelerometers 
AHI 0.29 —0.69 0.58 0.29 —1.04 0.57 
AH2 0.17 —1.15 1.50 —0.06 —0.81 1.48 
AH3 —0.06 —1.15 2.46 0.40 —1.27 2.42 
AH4 —0.63 1.73 3.43 0.01 1.96 3.36 
AHS —6.61 —0.58 2.51 —6.61 —0.58 2.44 
AH6 —6.15 1.15 3.34 —5.92 1.04 3.13 
AH7 —5.92 0.23 3.98 —5.58 0.23 3.70 
AH8 6.73 —1.15 1.50 6.73 =1.15 1.53 
AH9 6.73 —0.12 2.55 6.96 —0.69 2.62 
AHIO 6.04 0.58 3.06 6.50 0.12 3.16 
AHII 10.06 —4.26 Bottom of the container N/A N/A N/A 
AHI2 10.06 4.26 N/A N/A N/A 
AVI —10.06 0 Top of the container N/A N/A N/A 
AV2 10.06 0 N/A N/A N/A 
(b) Pore water pressure transducers 
T —0.52 —0.12 0.23 —0.29 —0.23 0.23 
P2 —0.52 —0.12 1.01 —0.86 —0.58 0.97 
P3 0.06 —0.46 2.05 0.01 —0.69 1.98 
P4 0.75 —0.46 3.04 1.44 —0.58 2.96 
P5 —5.92 0.23 3.04 —5.23 0.00 2.83 
P6 —4.31 0.00 3.93 —-3.51 0.12 3.59 
P7 6.50 1.04 2.02 6.84 0.69 2.05 
P8 6.73 —0.69 3.20 7.88 —0.92 3.26 
P9 —8.06 —0.69 0.28 —8.02 —0.81 0.25 
P10 6.80 0.69 0.18 6.84 0.69 0.23 


Z* is sensors’ elevation in prototype scale measured from the bottom of the container 


(Kutter et al., 2020), are presented in Tables 12.2 and 12.3 showing repeatability in 
the majority of the achieved sensors’ locations within a range of approximately 10%. 

A Phantom v5.1 HI-G high-speed camera manufactured by Vision Research with 
a capacity to record up to 1200 frames per second at a resolution of 1024 x 1024 
pixels (Kokkali et al., 2018) has been utilized in the LEAP experiments performed 
at the RPI geotechnical centrifuge facilities, to monitor the surficial soil response in 
terms of permanent lateral displacements and associated lateral spreading (Korre 
et al., 2020a, b, 2021; Kokkali et al., 2018; Abdoun et al., 2018). 

To this end cable tie heads were cut and driven into the soil surface in a grid of 
1.15 m x 1.15 m as shown in Fig. 12.3. As shown in Table 12.4, the as-built target 
locations on the slope surface were highly repeatable for Models A and B. To ensure 
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Table 12.3 Location of accelerometers and pore water pressure transducers for Model A 


Coordinates during model 

Coordinates during model construction dissection 
Sensor xm ym z*:m xm ym z*: m 
(a) Accelerometers 
AHI 0.29 -1.15 0.58 0.75 —1.27 0.58 
AH2 0.17 —1.15 1.5 0.06 —1.04 1.47 
AH3 —0.06 —1.15 2.53 -0.4 -1.04 2.51 
AH4 —0.63 1.73 3.45 -0.4 1.73 3.43 
AHS —6.61 —0.58 2.48 —6.73 —0.58 2.44 
AH6 —6.15 1.04 34 —6.5 1.04 3.38 
AH7 —5.46 0.35 4.14 —5.58 0.58 4.12 
AH8 6.73 —1.15 1.5 6.84 —1.38 1.52 
AH9 6.73 —0.35 2.48 6.84 —0.35 2:53 
AHIO 6.73 —0.92 3.15 6.84 =1.27 3.22 
AHII 10.06 —4.26 Bottom of the container N/A N/A N/A 
AHI2 10.06 4.26 N/A N/A N/A 
AVI —10.06 0 Top of the container N/A N/A N/A 
AV2 10.06 0 N/A N/A N/A 
(b) Pore water pressure transducers 
T —0.52 —0.30 0.23 —0.06 —0.81 0.23 
P2 —0.52 —0.35 1.01 —1.21 —0.35 1.01 
P3 0.06 —0.46 2.00 —0.17 —0.58 1.95 
P4 0.75 —0.35 2.99 1.09 —0.46 2.92 
P5 —7.83 1.27 2.99 —1.16 1.27 2.92 
P6 —6.38 0.12 4.00 —6.38 0.00 3.88 
P7 6.50 0.78 2.02 6.61 0.58 2.04 
P8 6.73 0.85 2:99 6.73 0.69 3.04 
P9 —8.06 —0.81 0.28 -8.11 —0.92 0.26 
P10 6.80 —0.05 0.23 6.84 —0.35 0.21 


Z* is sensors' elevation in prototype scale measured from the bottom of the container 


clear view of the targets while on flight, the camera's focus was adjusted at the cen- 
ter of the sloping surface. In this way only the targets within the dashed frame 
shown in Fig. 12.3 were visible during tracking. 


12.4 Dynamic Response 


Models A and B were subjected to a sinusoidal input acceleration with ramp-up and 
ramp-down phases and a peak amplitude of 0.15g as shown in Fig. 12.4. The applied 
input motion was highly repeatable between the two models and compared with 
high fidelity to the theoretical target. Figure 12.4 shows also the recorded vertical 
acceleration response of the rigid container, which had minimal amplitude com- 
pared to the horizontal one. 
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Fig. 12.3 Grid of the targets for high-speed tracking. The dashed frame marks the tracked region 
on the slope surface in the high-speed recording. (Korre et al., 2021) 


Table 12.4 Coordinates of soil surface targets along the central array, as measured before the 
shaking for Model B and after the shaking for Models A and B 


Before the shaking: Models A | After the shaking: Model | After the shaking: 
and B B Model A 
Target |x:m z*m |xm z*m |xm z*: m 
—6.38 4.81 —5.58 4.38 —6.38 4.62 
—5.23 4.69 —4.43 4.37 —5.23 4.49 
A —4.08 4.60 —3.16 4.27 —4.08 4.42 
B —3.05 4.51 -2.13 4.20 —2.93 4.32 
C —2.01 4.39 —1.09 4.15 —1.67 4.23 
D —0.86 4.32 0.17 4.06 —0.52 4.14 
E 0.29 4.21 1.21 4.00 0.63 4.07 
F 1.44 4.12 2.36 4.03 1.78 3.96 
G 2.59 4.00 3.62 3.96 2.93 3.89 
H 3.85 3.91 4.77 3.91 4.08 3.84 
I 4.89 3.80 5.81 3.80 5.23 3.77 
6.04 3.66 6.84 3.70 6.38 3.63 
7.30 3.54 7.88 3.63 7.53 3.54 
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Fig. 12.4 Comparison of the target and applied input motion and associated vertical response of 
the rigid container 


12.4.1 Accelerations 


The acceleration response of Models A and B is presented in Fig. 12.5, for the cen- 
tral and side arrays. In the central array, the conditions resembled the ones of a shear 
beam (Zeghal et al., 2018), whereas in the side arrays the results may have been 
affected somewhat from the proximity to the side boundaries. 

Along the central array (Fig. 12.5), the acceleration response of Models A and B 
showed reasonable agreement until approximately t = 7 s. Subsequently, Model B 
liquefied, as shown by the de-amplification in the upslope acceleration amplitude 
(corresponding to positive acceleration values) and the strong dilative peaks in the 
downslope direction (corresponding to negative acceleration values). In Model A 
these characteristics appeared approximately 4 s later (at about t= 11 s). 

Similarly, along the upslope and downslope arrays (Fig. 12.5), accelerations 
compared satisfactorily until t ~ 7 s for Models A and B. Thereafter, liquefaction 
was triggered for Model B as revealed by the strong dilation peaks and de- 
amplification of the positive acceleration values. About 4 s later, similar behavior 
was also observed for Model A. In general, Model B seemed to exhibit milder dila- 
tive response compared to Model A. The locations sustaining the highest dilation 
peaks were as expected in the upslope array for both models. However, particularly 
in locations AH7 and AH6 at a depth z < 1.00 m (Fig. 12.5), Model B exhibited 
significantly lower dilation than Model A. 
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Fig. 12.5 Acceleration response and recorded input motion (average of AH11 and AH12) for 
Model A and Model B 


12.4.2 Pore Water Pressure (PWP) 


Figure 12.6 illustrates the pore water pressure build up during the input motion and 
dissipation, in Models A and B, along the central, upslope, and downslope arrays. 
The excess pore water pressure ratio, R,, is determined as the ratio of the excess 
PWP to the initial effective stress in each corresponding location. Sensors P3, P9 
malfunctioned for Model A and sensors P2, P5 for Model B. 

The R, response (Fig. 12.6) corroborated the acceleration results along the cen- 
tral array, revealing overall earlier liquefaction conditions (R, = 1.0) for Model B 
compared to Model A (the onset of liquefaction for Model B was approximately at 
t = 7 s for Model B and at t = 11 s for Model A). Overall, both models developed 
comparable time histories of excess pore water pressure (EPWP) buildup, but 
slightly different rates of EPWP buildup and dissipation. 

Higher rate and amplitude of EPWP generation and earlier liquefaction in Model 
B compared to Model A was also observed along the upslope and downslope arrays 
(Fig. 12.6). Overall Model B exhibited higher susceptibility to EPWP generation 
than Model A. This trend was consistently evident at all instrumented locations in 
Model B, even though both models were built with comparable relative densities 
(Korre et al., 2021). Soil sample tests have revealed reduction in the cyclic resistance 
to liquefaction as a result of increased confinement (Vaid et al., 2011). The higher 
confinement in Model B is presumed to be a contributing factor to the observed dif- 
ference in behavior; however, more research is needed to fully assess the reasons. 
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Fig. 12.6 Excess pore water pressure ratio (R,) response for Model A and Model B 


12.5 Lateral Surficial Displacements 


The surficial lateral displacements were evaluated by means of image analysis of 
the high-speed camera recordings. The recordings were processed with the image 
analysis software TEMA Automotive Lite 3.5-016 by Image Systems. The geo- 
metrical relation between engineering length units in the model and pixels in the 
recording was facilitated by providing in the software the length between two sta- 
tionary points on the model, thus introducing the geometrical scale in the recording. 
Based on color contrast between a tracked point and its surrounding points, the 
software compared in every time increment the relative location of each tracked 
point and the absolute displacement time history was in this way evaluated. Through 
differentiation of the displacement, the software produced also the velocity and 
acceleration response of the tracked points. 

The image analysis methodology was validated against the experimental data, by 
comparing for Model B the acceleration response of the rigid container as recorded 
by accelerometers AH11-AH12 and the acceleration response of AH4 and the target 
EO, which was installed closest to that sensor (Fig. 12.7). Even though the acceler- 
ometers AH11-AH12 were mounted at the base of the rigid container, whereas the 
tracked points were at the top of the container, the comparison in Fig. 12.7a revealed 
good agreement between the two measuring methodologies, reaffirming in this way 
the high rigidity of the container. Figure 12.7b also showed satisfactory comparison 
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Fig. 12.8 Surficial lateral displacements for Model A and B along the slope as determined from 
tracking the targets in the high-speed video 


between the embedded sensor and the target adjacent to it, revealing the capabilities 
of image analysis to capture accurately the soil response, including, for instance, the 
details of the dilative phase of the soil response. Tracking of the targets after the end 
of the input motion (f z 16s) was visually compromised, due to light reflections on 
the free-standing water waves. That part of the response is illustrated with dashed 
line (Figs. 12.7b, 12.8, and 12.12). The validation of the image analysis for Model 
A is presented in Korre et al. (20202). 
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12.5.1 Response Along the Central Region of the Slope 


The response along the arrays labelled —1 and 1 in Fig. 12.3 was practically identical 
to the one along the central array 0. Therefore, the presented results focus on the 
response along the arrays —2 and 2, as it provides a clearer view of the lateral dis- 
placement progression across the slope. The results from tracking arrays —2, 0, and 
2 along the slope are presented in Fig. 12.8. Array —2 was located closer to the plexi- 
glass window boundary of the container, whereas array 2 was located closer to the 
aluminum side wall (Fig. 12.3). Arrays —2 and 2 were placed approximately 8.50 cm 
in model scale (2 m in prototype scale) away from the side walls of the rigid container. 

Before the onset of liquefaction in Model B (f < 7 s), the response was in good 
agreement with Model A (Fig. 12.8). Consistently with the acceleration and EPWP 
response (Figs. 12.5 and 12.6), after the onset of liquefaction in Model B (approxi- 
mately at t %7 s), the rate of lateral displacement accumulation became larger in 
Model B and the associated lateral spreading led to almost three times higher lateral 
residual surficial displacements (Korre et al., 2021). 


12.5.2 Boundary Effects 


The permanent lateral surficial displacement response was affected by the container 
side walls as well as the container boundary at the bottom of the slope, as illustrated 
in Figs. 12.9, 12.10, 12.11 and 12.12. Figure 12.9 presents an overhead view of the 
target grid in Model A and Model B after the end of shaking. The dashed lines show 
schematically the distribution of residual lateral displacements across the slope, for 
each one of the tracked rows. The observed trend shows decreased lateral displace- 
ments in arrays 2, 3 (close to the aluminum container side) compared to the central 
arrays —1, O, and 1. In contrast, the lateral displacements near the plexiglass side 
(array —3) were larger than along the central arrays. The two models exhibited the 
same trend, which was however more pronounced in Model B. 

Figure 12.10 compares the distribution of ultimate lateral displacement along the 
slope for arrays —2, 0, and 2 of models A and B. Both models revealed similar lat- 
eral displacement trends with values increasing from the top of the slope towards 
the middle zone and then decreasing values closer to the container boundary at the 
bottom of the slope. This trend was more pronounced for the side arrays —2 and 2. 
The ultimate displacements for these arrays were compared to those of central array 
0, as shown in Fig. 12.11. This figure illustrates the distribution of the ratio of the 
ultimate displacement along arrays —2 and 2 to the ultimate displacement in the 
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small differences in the residual lateral displacement of the side arrays —2 and 2 
compared to the ultimate displacement in the central array. Nevertheless, the array 


central array, or , respectively. Model A exhibited relatively 
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Fig. 12.9 Overhead view of Model A and Model B showing schematically the shape of the lateral 
displacement profiles across the slope 
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Fig. 12.10 Comparison of the ultimate lateral displacement distribution along the arrays —2, 
0, and 2 


closer to the plexiglass window (—2), for this model, exhibited at the end of shaking 
residual lateral displacements on average about 1.12 times higher than those of the 
central array (Figs. 12.8 and 12.11). On the other hand, array 2 of Model A (which 
is closer to the aluminum side), revealed mostly lower ultimate surficial displace- 
ments compared to the central array, leading to a value about 0.94 times the ultimate 
value in the central array. 

The observed trend in Model B is quite similar to that of Model A. The array 
closer to the plexiglass window (—2) exhibited ultimate lateral displacements about 
1.16 times the corresponding displacements of the central array (Figs. 12.8 and 
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Fig. 12.11 Distribution along the slope of the ratio of the ultimate displacement in arrays —2, 2 to 
the ultimate displacement in the central array 


12.11). Also, Model B exhibited lower ultimate lateral displacements in the alumi- 
num side, compared to its central array. However, this effect was significantly more 
pronounced in Model B, which accumulated residual surficial lateral displacements 
about 0.75 times the ones in the central array (Figs. 12.8 and 12.11). 

To further investigate the effects of the side container boundaries on the lateral 
displacement response, Fig. 12.12 presents the lateral spreading time histories 
across the slope for the central row E. Arrays —3 and 3 were located approximately 
3.5 cm in model scale (0.81 m in prototype scale) away from the side container walls. 

In Model A the residual lateral displacement across the slope showed small vari- 
ability, and the anticipated boundary effects seemed to have minimal influence on the 
response. In Model B however, the influence of the boundaries was more pronounced, 
as shown in the response of the arrays —3 and 3, leading approximately to three times 
smaller lateral displacement compared to the central array O (Fig. 12.12). Observe that 
in Model B, the response in arrays —2, — 1, 1, and 2 exhibited ultimate displacement 
similar to the one in array 0 (Fig. 12.12), with minimal boundary effects. As discussed 
also previously, in both models the targets closer to the plexiglass window (—3, —2) 
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Fig. 12.12 Surficial lateral displacements for Model A and B across the slope, as determined from 
tracking the central row of targets 


exhibited larger ultimate lateral displacement compared to the ones closer to the alu- 
minum boundary (3, 2) as shown in Figs. 12.8, 12.9, 12.11 and 12.12. 

The reduced ultimate displacement values close to the aluminum side boundary 
of the container may be attributed to the surface of that boundary being rougher than 
the plexiglass. Moreover, the secured cables on the aluminum side wall may have 
introduced additional friction with the neighboring soil, thus restricting the lateral 
displacements in arrays 2, 3 

The reason behind the more pronounced boundary effects in Model B may stem 
from minor variations in the built Models A and B. Nonetheless, such uncertainties 
did not affect the results sufficiently away from the aluminum boundary, in arrays 
O and - 2, where the trend is consistent with the one observed in Model A. 
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12.6 Conclusions 


Two centrifuge models (A and B) were tested at Rensselaer Polytechnic Institute as 
part of the experimental campaign for the LEAP-Asia2019. The models reflected 
the same prototype and soil conditions were constructed observing the same experi- 
mental methodology, but were prepared observing different scaling laws. Model A 
was designed observing the conventional similitude laws for geotechnical centri- 
fuge testing, whereas Model B observed the generalized scaling laws. 

The models were subjected to the same ramped sinusoidal acceleration ground 
motion, which was repeated in both tests with high fidelity to the theoretical target. 
Overall, the responses of Model A and Model B were in good agreement, before the 
onset of liquefaction. Model B exhibited consistently in all instrumented locations 
conditions of R, z 1.0 at t x 7 s, approximately 4 s earlier than Model A. This obser- 
vation was reaffirmed by the acceleration response. In terms of permanent lateral 
surficial displacements, Model B sustained about three times higher residual surfi- 
cial displacements compared to Model A. The rates of accumulation of lateral dis- 
placements were consistent prior to liquefaction for Models A and B. Lateral 
surficial deformations in Model B accumulated at a higher rate than Model A after 
the onset of liquefaction. 

Boundary effects led to reduced ultimate surficial lateral displacements in the 
proximity to the rigid container at the bottom of the slope. Moreover, the aluminum 
and plexiglass sides of the used model container appeared to have affected the sur- 
ficial displacement response, in both model tests. Overall, the boundary effects were 
more pronounced in Model B. Nevertheless, away from the boundaries, both mod- 
els revealed consistent trends of lateral surficial displacements. 
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Chapter 13 A 
Centrifuge Model Tests at Zhejiang im 
University for LEAP-ASIA-2019 


Qiang Ma, Yan-Guo Zhou, Kai Liu, and Yun-Min Chen 


Abstract Two centrifuge models with the same target relative density (D, = 65%) 
were conducted in different centrifugal acceleration (30 g for Model-A and 15 g for 
Model-B) at Zhejiang University (ZJU) to validate generalized scaling law in the 
program of LEAP-ASIA-2019. The same model used in LEAP-UCD-2017 was 
repeated, representing a 5-degree slope consisting of saturated Ottawa F-65 sand. 
This chapter describes test facilities, instrumentations layout, and test procedures. 
Uncertainty analysis is also carried out in input parameters (e.g., achieved peak 
ground acceleration, achieved density and the degree of saturation). The test results 
of acceleration, excess pore water pressures, and displacement etc. were compared 
at prototype scale to check the validity of the generalized scaling law (GSL). The 
preliminary experiment results of Zhejiang University show that the Type II gener- 
alized scaling law is applicable to the acceleration response while has a weak appli- 
cability to the displacement response. 


Keywords Liquefaction Experiments and Analysis Projects (LEAP-ASIA-2019) - 
Generalized Scaling Law (GSL) - Centrifuge modelling 


13.1 Introduction 


LEAP (Liquefaction Experiments and Analysis Projects) is an international effort, 
which aims to provide a set of high quality laboratory and centrifuge test data to 
assess the capabilities of the advanced constitutive and numerical models developed 
in recent years for liquefaction problems (e.g., Kutter et al., 2014; Manzari et al., 
2014). The results of LEAP-KU-2013 and 2014 showed some inconsistency 
between different centrifuge tests due to the differences of laminar containers, 
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which caused challenges for numerical simulations (Tobita et al., 2014). Therefore, 
rigid boxes were adopted since in LEAP-GWU-2015 to avoid the numerical model- 
ing complexities associated with the special boundary conditions created by differ- 
ent types of laminar containers. In the summary of LEAP-GWU-2015, Kutter et al. 
(2018) suggested that more rigorous site investigation should be used to determine 
the density and saturation of the soils (such as in-fight CPT testing, bender elements 
testing etc.). New methods such as high-speed cameras with PIV analysis are also 
recommended to trace dynamic surface lateral displacement. Thus, better practical 
experimental technology and measuring techniques were adopted in LEAP- 
UCD-2017, including in-flight CPT testing for estimating soil density, high-speed 
camera for tracing marker displacement as well as in-flight shear-wave velocity for 
detecting initial state of the model (Zhou et al., 2018). 

LEAP-ASIA-2019 was organized based on two objectives: one is to validate the 
Type II generalized scaling law, the other one is to fill the gaps and further update 
the CPT tip resistance-density correlation obtained in the LEAP-UCD-2017 (Carey 
et al., 2018a, b). Ten centrifuge teams have performed at least two types of tests, the 
first one is conducted considering the traditional centrifuge scaling law and the sec- 
ond one is the same geometry as the first one but executed considering the general- 
ized scaling law. 

In LEAP-ASIA-2019, two centrifuge models were conducted at Zhejiang 
University to check the validity of the generalized scaling law. Large geotechnical 
centrifuge ZJU-400, uniaxial hydraulic shaker, and advanced in-flight bender ele- 
ment (BE) system, other unique techniques, including a two-dimensional in-flight 
miniature CPT system, bending disk system (BD) and high-speed cameras were 
also used in this study. Zhejiang University rigorously followed the specifications 
and procedures and gained reliable results. The achieved density of two models is 
close to the target density of D, =65%, and the achieved degree of saturation 
S, > 99.5%. The input motion was well controlled and matched the target values. 
This chapter first describes test facilities, model preparations, and test procedures. 
Then uncertainty analysis is carried out in input parameters, such as achieved peak 
ground acceleration (PGA) and achieved density. Some preliminary experimental 
results are discussed in prototype scale as well, which contribute to further research- 
ers to understand the experimental benchmark data of Zhejiang University in 
LEAP-ASIA-2019. 


13.2 Test Facilities and Specifications 


13.2.1 Test Facilities 


LEAP-ASIA-2019 tests of Zhejiang University were performed by using the 
ZJU-400 centrifuge with in-flight uniaxial shaker and bender elements /bending 
disks testing system, which was detailed introduced in Zhou et al. (2018), Liu 
et al. (2020). 
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The same rigid model container was used as LEAP-UCD-2017, which had the 
inner dimension of 770 mm long, 400 mm wide, and 500 mm deep. The container 
was then shortened to 666 mm in length to match the prototype specification of 
20 m in length. The supporting blocks are 52 mm thick aluminum plate, which was 
braced at six locations and bolted to the end walls of the container, demonstrated in 
Fig. 13.1. The blocks were well sealed to prevent drainage along the aluminum 
container interfaces. 

A two-dimensional miniature CPT system used in LEAP-UCD-2017 was applied 
to evaluate the uniformity and density of the soil models before and after each 
destructive motion. The size of cone tip was 6 mm in diameter with apex angle of 60°. 


13.2.2 Model Geometry and Instrumentations Layout 


Two models conducted in LEAP-ASIA-2019 had the same geometry as LEAP- 
UCD-2017, representing a 5-degree, 4 m deep at midpoint, 20 m long sand slope 
deposit of Ottawa F-65 sand at prototype scale. The soil surface normal to slope 
direction was not curved according to the radius of the centrifuge because the shak- 
ing direction is parallel to the axis of the centrifuge, and the centrifuge radius 
(4.5 m) is larger enough to mitigate the effect of ground curve. 

Figure 13.1 illustrated the instrumentations locations in the model. Four horizon- 
tal accelerometers (AH1-AH4) and four pore pressure transducers were located at 
the midpoint along the shaking direction to minimize the boundary effects from the 
rigid walls. Two additional accelerometers (AH11 and AH12) were attached on the 
bottom of container to record the achieved base motion. Two vertical accelerome- 
ters were installed at the top of the container to monitor vertical and rocking accel- 
erations. Another four horizontal accelerometers and two pore pressure transducers 
(AH6, AH7, AH9 and AH10; P6, P8-P10) were included at equivalent depths as 
sensors in the central array and were intended to help in understanding the effect of 
the container boundaries on the model response. Three pairs of bender elements, at 
the depth of 1 m, 2 m, and 3 m respectively, were placed to measure vertically polar- 
ized and horizontal travelling SV shear-wave velocity. A pare of bending disks were 
also installed to measure P-wave velocity after model saturation. 

Eighteen (3 rows x 6 columns) specified surface markers were placed at the sur- 
face of the soil to trace the deformation during soil liquefaction. The specified sur- 
face markers were red shown in Fig. 13.2, which made by a 10 mm length, 25 mm 
in diameter PVC tube with an aluminum cross bar fixed in center. The black surface 
markers made of zip ties were also employed and all the surface markers were 
installed in a 50 mm x 50 mm grid (model scale). Twelve colored (blue) sand col- 
umns were used to curve lateral spreading profile by excavation after the final 
spin down. 

Five high-speed cameras (GoPro cameras) were installed on the camera frame to 
record the lateral displacement of surface markers on different regions of the model 
during spinning. The model is photographed in Fig. 13.2. 
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Fig. 13.2 Photograph of finished model: (a) surface markers and colored sand columns; (b) high- 
speed cameras 


13.3 Model Preparation 


13.3.1 Test Material 


The same Ottawa F-65 sand was used as the LEAP-UCD-2017, the grain size dis- 
tribution curve, physical properties and additional material properties of Ottawa 
F-65 sand, including triaxial, simple shear, and permeability test data, could be 
found in Carey et al. (2017). 


13.3.2 Scaling Law 


One of the objectives of LEAP-ASIA-2019 is the verification of the generalized 
scaling law. The Type II generalized scaling law (GSL) was applied in the experi- 
ment consequently, which contains two stages. In the stage I of generalized scaling 
law, the prototype is scaled down into a virtual model using a 1 g filed scaling law 
proposed by Iai (1989) with a scaling factor y. In the stage II of generalized scaling 
law, the virtual model is scaled down into the physical model applying the conven- 
tional centrifuge scaling law with a scaling factor y. By this means, the overall 
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Table 13.1 Generalized scaling factors implemented in ZJU experiment 


Scaling factors (prototype/model) 

GSL Model-A Model-B 
lg I 1 2 
Centrifuge D] 30 15 
Length an 30 30 
Time p n 30 25.2 
Density 1 1 1 
Frequency Beene 1/30 1/25.2 
Acceleration I/n 1/30 1/15 
Displacement Bn 30 42.4 
Stress n 1 2 
Strain pes 1 1.4 
Permeability JO n 30 252 
Pore pressure 4 1 2 


geometric scaling factor of GSL is A = uj, which is much larger than that of conven- 
tional centrifuge scaling law (A = 7). More detailed description of GSL could refer- 
ence [ai et al. (2005). 

In the program of LEAP-ASIA-2019, two models were designed with the same 
overall scaling factor (A = 30) using the Iai's Type II scaling law, called Model-A 
(30 g), Model-B (15 g) respectively. Model-A was regarded as a virtual prototype 
and Models-B was supposed to model the prototype. The generalized scaling fac- 
tors used in this study were listed in Table 13.1. 


13.3.3 Model Preparation and Saturation 


Air pluviation method was adopted to ensure a high level of uniformity when pre- 
paring the models. The calibration was implemented before pluviating the model. 
The target density is p4 = 1654 kg/m. The achieved densities were calculated by the 
measurements of soil mass and volume and the best estimated final achieved density 
was detailed in Table 13.2. Though the achieved density was slight loose than the 
target, the density of two models was nearly identical. 

The viscous fluid used to saturation was silicone oil with density of 0.95 g/cm? 
(25 ?C). The target viscosity is 30 times of viscosity of water (30 cSt) for Model-A, 
25.2 cSt for Model-B according to the generalized scaling law listed in Table 13.1, 
which aims to overcome the conflict between dynamic and consolidation time scal- 
ing factors (Dewoolkar et al., 1999). Temperature-fluid viscosity calibration curves 
were obtained before saturation by using a MCR302 rotational rheometer (manu- 
facturer: Anton Paar), which was shown in Fig. 13.3. The viscosity decreases with 
an increase of temperature. Owing to the spin of centrifuge, the temperature of 
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Table 13.2 Achieved density for each model 


| Mass of sand | Volume after saturation Average density Pa 
Model |g | cm? | kg/m? mu 
Model-A (59,098 | 36,376.8 | 1625 + 11 
Model-B 60,103 (368124 (1633+11 
35 
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Fig. 13.3 Temperature-fluid viscosity curve of silicone oil 


silicone oil commonly increases by 2-3 °C, which has a very limited influence on 
the viscosity of silicone oil. 

When saturation, the oil tank and model container were kept under the same 
vacuum level (around —95 kPa) and the oil was firstly de-aired more than 24 h. Then 
transport silicone oil from the reservoir to the container was driven by gravity feed. 
The saturation speed was controlled to prevent soil disturbance at the bottom of 
container. When saturation was accomplished, bending disk testing system was 
used to check the degree of saturation. Figure 13.4 represents the typical BD test 
result, the measured V, around 1160 m/s. According to Zhou et al. (2018), the 
achieved the degree of saturation Sr is higher than 99.5%. 


13.3.4 Input Motion 


The input base acceleration for each model consisted a sequence of three destructive 
motions with the same maximum acceleration of 0.25 g (prototype scale). All the 
motions represented 1 Hz ramped sine wave with 16 cycles, shown in Fig. 13.5. 
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Fig. 13.5 Acceleration time history for the destructive motion 
13.4 Test Procedures and Achieved Motions 


13.4.1 Test Procedures 


The test procedures were shown in Fig. 13.6. Before the centrifuge spin up, a careful 
survey of the surface markers was carried out and the temperature of silicone oil was 
measured. Then the centrifuge was spun up to 10 g, 20 g, and 30 g step by step 
(7.5 g and 15 g for Model-B). When the pore pressure was stable at each g-level, the 
shear wave velocity was measured by using BE testing system. After reaching the 
target centrifugal acceleration, the model then was subjected to a non-destructive 
step wave, which is used to characterize the model. The CPT test was carried out to 
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Fig. 13.6 Test procedures and shaking sequences 


determine the density of the model before each destructive motion. After that, a 
destructive motion (shown in Fig. 13.5) was executed and then, another step-wave 
conducted when the excess pore pressure was fully dissipated. The centrifuge was 
spun down step by step and V, was measured at each step after all the above proce- 
dures accomplished. Finally, surface markers and temperature were measured. Each 
model and each motion followed the same procedure except Model-B second 
motion missing the step-wave after destructive motion. Each model contains three 
cycles of abovementioned procedures. 


13.4.2 In-Flight Measurement 


CPT tests were conducted in 30 g for Model-A and 15 g for Model-B with the 
velocity of penetration 0.6 mm per second and sample rate 1 Hz. One of the key 
parameters controlling tip resistance is effective stress (Jamiolkowski et al., 1985), 
so dimensional analysis was adopted to eliminate the influence of stress caused by 
different centrifugal acceleration. Figure 13.7 demonstrated the normalized tip 
resistance (defined in Eq. (13.1)) versus normalized depth (defined in Eq. (13.2)) for 
two models. 


N6.P, (13.1) 


Z 
B (13.2) 


where q. and o,’ is tip resistance and vertical effective stress, expressed in MPa, p, 
is atmospheric pressure, 101 kPa; z is penetration depth, B is cone diameter, 6 mm. 
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Fig. 13.8 The results of bender disks: (a) typical signal of BE tests; (b) fitted Hardin curve of 
Ottawa-F65 sand 


The normalized resistance was nearly linearly increased, which indicated the 
uniformity of both two models. According to Kim et al. (2016), the slope of the 
curve represents the relative density of sand. The result indicated that Model-A and 
Model-B have a comparable density, which agreed with Table 13.2 results. 

Three pairs of bender elements were used to measure the V, of model. Figure 13.8a 
gives a typical signal of BE during spinning, indicating the arrival of receiver is well 
distinguishable to ensure the reliability of BE results. Figure 13.8b shows the fitted 
Hardin curve of Ottawa-F65 sand, Gmax was calculated through Eq. (13.3): 


_ 2 
Gna = PV, (13.3) 
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Fig. 13.9 Time history of lateral displacement obtained by PIV analysis 


in which V, is the shear wave velocity measured by BE testing in different stable 
g-level. 

As shown in Fig. 13.1a, five high-speed GoPro cameras were installed above the 
slope surface to record movement of surface markers during the destructive motion. 
The videos were converted to displacement time history by Geo-PIV analysis pro- 
cedure (e.g., White et al., 2003). Five points located at different region of the surface 
marker were analyzed to ensure reliable results. Figure 13.9 demonstrates typical 
results of dynamic displacement of one surface marker from five points, showing 
high consistency within five points. The residual displacement value obtained using 
videos agreed with that measured by hand afterwards. 


13.4.3 Achieved Motions 


In dynamic centrifuge testing, it is crucial to impose acceleration to models which 
is as close as possible to the target acceleration. Assessment of the similarities and 
differences between achieved input and target motions is fundamental to address the 
LEAP validation objectives. The concept of effective PGA was adopted to evaluate 
the accuracy and efficiency of the motions. The effective PGA, PGA, is defined 
as below: 


PGA,,, = PGA,,,, + 0.5x PGA,, (13.3) 
in which PGA, represents the peak acceleration of the high frequency component 
of the motion, PGA p, denotes the peak acceleration which was isolated by use of a 
notched band pass filter with corner frequencies of 0.5 and 1.2 Hz. The results of all 
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Table 13.3 The effective PGA of Motion-1 (unit: g) 


Model Accelerometer PGA PGA im PGA PGAacn PGA gt 

Model-A All 0.25 0.184 0.171 0.354 0.270 
A12 0.195 0.18 0.374 0.285 

Model-B All 0.25 0.205 0.147 0.347 0.279 
A12 0.204 0.146 0.345 0.277 
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Fig. 13.10 Comparation between target and achieved motions of Model-A: (a) acceleration time 
history; (b) velocity time history; (c) acceleration response spectra 


the input motions for two models are summarized in Table 13.3. It is found that 
PGA}, values of AH11 are smaller than AH12 for Model-A, while almost the same 
between AH11 and AH12 for Model-B, indicating that there was a small angle 
between AH11 and motion direction in Model-A. 

Figure 13.102, b compare the achieved and target acceleration time histories and 
velocity histories for Model-A three motions, the velocity time series obtained by 
integrating acceleration. The achieved PGA usually 10-20% higher than target 
PGA, while the achieved PGV only about 9096 of target one, which is because the 
achieved motion contained high frequency components. Five percent damped accel- 
eration response spectra (ARS) for model-A three motions are shown in Fig. 13.9c, 
the average achieved peak spectral acceleration at T = 1 s is 1.5 g, lower than target 
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one (approximately 1.9 g). Figure 13.10c also indicates that the achieved motion 
contained some higher frequency components especially in 3 Hz and 5 Hz. 

Figure 13.11 gives information about the measured vertical motions for Model-A, 
Motion-2. The grey lines indicate the unfiltered motions and the black lines are 
band-pass (0.3-3 Hz) filtered motions. Although zero vertical acceleration is 
expected during shaking, the hydraulic shaker produced unintended vertical compo- 
nent in addition to the desired horizontal accelerations. Besides, Coriolis accelera- 
tion will also contribute to the measured vertical acceleration. Little phase shift 
between AV 1 and AV2 is observed from Fig. 13.11, revealing that the container was 
a negligible rocking during shaking. 


13.5 Test Results 


13.5.1 | Acceleration Responses 


Figure 13.12a shows acceleration time histories of Motion-1 in Model-A, other 
results in ZJU experiments are similar with the instance. The acceleration time his- 
tories show de-amplification in upslope direction and significant negative dilation 
spikes in downslope direction for AH1-AH4, which have been observed in LEAP- 
GWU-2015 and LEAP-UCD-2017 (e.g., Carey et al., 2018a, b). The spikes tend to 
be most exaggerated near the slope surface where the soil easily dilated. When the 
sharp spikes occurred, the waveform significantly changes both in frequency and 
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Fig. 13.11 Vertical accelerations on container ends of Model-A during Motion-2 
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Fig. 13.12 Acceleration response of Model-A, Motion-1: (a) time histories; (b) fourier spectrums 
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amplitude from the base motion. Figure 13.12b demonstrates the Fourier spectrums, 
some higher frequency occurred owing to dilation of soil. 

Figure 13.13 contrasts the central array acceleration response of two models dur- 
ing Motion-1. The time histories of acceleration for two models show a high consis- 
tency not only in trends but also in value, which reveals that GSL is applicable to 
acceleration response in the experiments. 
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13.5.2 Pore Pressure Response 


Figure 13.14 compares the central vertical array of time histories of excess pore 
pressure ratio r, (Au/o,’) for Motion-1 in Model-A and Model-B. P1, P2, P3, and P4 
were specified to be at depths of 1, 2, 3, and 4 m respectively, and the initial vertical 
effective stresses are approximately 10, 20, 30, and 40 kPa respectively. The process 
of excess pore-water pressure build-up during shaking shows a significant agree- 
ment. Severe liquefaction occurred in all three models throughout the soil layer and 
significant dilatancy spikes are observed over the whole depth of the slope, imply- 
ing that the motion is strong enough to liquefied the slope from top to the bottom. 
The time required for excess pore-water dissipation, however, shows a discrepancy. 
Model-B need a longer duration time for pore-water dissipation in prototype scale 
than the others with higher centrifugal accelerations. A significant discrepancy in 
dissipation time also has been reported by Tobita et al. (2011) when Type II GSL is 
applied into saturated flat ground. They assumed that three possibilities may con- 
tribute to this phenomenon: (a) effect of duration time for consolidation before 
shaking; (b) effect of low effective confining stress on the scaling law; (c) possible 
change of permeability of the model ground due to absorption of the pore fluid on 
sand particles. 


Fig. 13.14 Pore pressure Model-A Model-B 
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13.5.3 Displacement Response 


For all experiments, similar trends are observed that the soil surface settles at the top 
of the slope higher than toe. A typical result (Model-A) shown in Fig. 13.15. 
Significant settlement at the top of the slop was occurred during the first motion 
while heave was observed in the toe. Then the settlement decreased with the number 
of motions dramatically for the destructive motions densified the soil. Noticing that 
Motion-3 nearly had a uniform settlements along the slope, no apparent heave at toe 
of the slope. 

Table 13.4 lists the average horizontal displacement D, and standard deviation of 
vertical displacement o for each motion, which calculated from only red surface 
marker which located in red dotted line frame shown in Fig. 13.2a. Compared the 
average horizontal displacement of Model-A and B for each motion, some discrep- 
ancies were observed. The horizontal displacement of Model-A larger than Model-B 
during the Motion-2 and 3, whereas significantly smaller in Motion-1. Based on the 
results of two tests, GSL has a weak applicability to displacement response. Standard 
deviation of Model-B larger than Model-A indicating more scatter for the vertical 
displacement of Model-B. The scaling factor of displacement in the GSL is much 
larger for Model-B than A, any little measurement error would be amplified signifi- 
cantly and scattered the data. Hence, special care had to be taken in measurement of 
ground displacement when applied the GSL. 

The lateral displacement profiles in Fig. 13.15 were obtained from excavation of 
colored sand columns. The profiles show that the displacement distributed over the 
whole depth and reached maximum at the surface. Consistent with the observation 
of surface spreading, the lateral displacements near the side walls were also smaller 
than those at the mid-slope. 
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Fig. 13.15 The development of surface settlements (Model-A) 
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Table 13.4 Average values of lateral displacement after each motion (unit: mm) 


| Motion-1 | Motion-2 .. |Motion-3 
Model  |D, lo 1D [e |D, [e 
A 139375 | 3070 (187.50 [30.00 11068 3745 
B [593.97  |11473 |137.89 |4743 |4508 [16.56 —— 


13.6 Summary and Conclusions 


Two centrifuge tests were conducted at Zhejiang University in LEAP-ASIA-2019 
which were designed in the same target densities and subjected three motions under 
centrifugal acceleration of 30 g and 15 g respectively. Generalized scaling law was 
applied in the tests to verify the application of the Type II GSL. In this chapter, 
information on test facilities, model setup and preparation, test procedures, in-flight 
characterizations, and analysis of the achieved motion and preliminary tests results 
was presented. 

The facilities adopted in LEAP-ASIA-2019 were the same as LEAP-UCD-2017. 
Besides the bending disk system was carried out to evaluate the degree of saturation. 
MCR302 rotational rheometer was used to gain temperature-fluid viscosity curve of 
silicone oil. The achieved viscosity of both two models was close to the target 
viscosity. 

The achieved densities in both models were a bit loose than target one. The CPT 
results indicated that two models had a closed density. The achieved PGA usually 
10-20% higher than target PGA, while the achieved PGV only about 90% of target 
one. The achieved effective PGA, PGA,, for each motion roughly matches the tar- 
gets. Five percent damped ARS shows the achieved motions were smaller than the 
target of 1 Hz components and some high frequency components were observed in 
input motion. The vertical accelerations at opposite ends of container were small, 
indicating a negligible rocking effect during shaking. 

Typical results were exampled to explain the response of two models. Liquefaction 
was occurred in the whole slope. Both of two models had similar acceleration 
response and pore water response. Spikes due to dilatancy were observed in accel- 
eration time history, which are consistent with drops in excess pore pressure. The 
dissipation time of pore-water pressure shown a discrepancy two models. Lateral 
and vertical displacements for each motion were surveyed via some surface mark- 
ers. The tests result of displacements shown a similar trend but different in value, 
indicating a weak applicability to the displacement response. 

The above results show a promising applicability of GSL especially in modelling 
larger-scale prototype. However, the scaling factor of displacement in the Type II 
GSL is much larger than conventional scaling law if a large u was adopted. Any 
little measurement error would be amplified significantly. So, special care had to be 
taken in measurement of ground displacement when usage of Type II GSL. 
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Chapter 14 (f) 
Type-C Simulations of Centrifuge Tests gest 
from LEAP-ASIA-2019 Using 

SANISAND-Sf 


Andrés Reyes, Andrés R. Barrero, and Mahdi Taiebat 


Abstract This chapter presents Type-C numerical simulations of prototype-scale 
centrifuge tests on gently sloped liquefiable deposits of Ottawa F65 sand for the 
LEAP-ASIA-2019 project. The simulations aim to assess the performance of the 
numerical modeling approach and a SANISAND-type constitutive model for large 
post-liquefaction shear deformation of sands. The constitutive model is calibrated 
against cyclic torsional shear tests conducted at different relative density levels and 
cyclic shear stress amplitudes. The laboratory-determined hydraulic conductivity of 
sand is doubled and kept constant during the dynamic stage of the analyses to 
account for the increase in permeability experienced during liquefaction. The simu- 
lations successfully capture the acceleration response and excess pore water pres- 
sure generation and dissipation of the slope deposit when soil liquefaction is 
observed. However, accurately modeling lateral displacements remains challenging 
in most cases. The results provide insights into the capabilities and limitations of the 
adopted Type-C numerical simulations, numerical modeling approach, and consti- 
tutive model. 
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14.1 Introduction 


Soil liquefaction and its consequences on infrastructure continue to be among the 
most challenging and important subjects of study in geotechnical earthquake engi- 
neering. In the last two decades, numerical modeling has started to play a major role 
in liquefaction hazard assessments, primarily through the use of relatively simple to 
sophisticated constitutive models, a variety of continuum mechanics-based numeri- 
cal platforms, and perhaps most importantly, due to the introduction of performance- 
based design in engineering practice. While constitutive models allow simulating, 
to some extent, the key characteristics of soil stress-strain response, numerical plat- 
forms provide the means to translate such element-scale behavior into engineering 
demand parameters. It is then paramount to evaluate the capabilities and limitations 
of numerical platforms and constitutive models against reliable experimental data to 
properly estimate the consequences of soil liquefaction. Precisely, the LEAP 
(Liquefaction Experiments and Analysis Projects, Kutter et al., 2018) series of 
research projects is a collaborative effort with the main objective of providing high- 
quality laboratory and centrifuge test results to assess the performance of simulating 
tools and soil constitutive models and understanding their range of applicability and 
limitations. LEAP works upon the lessons learned in the VELACS project 
(Verification of Liquefaction Analysis and Centrifuges Studies, Arulanandan, 1994), 
and has had several installments so far. The first one was held at the University of 
Kyoto, followed by LEAP-GWU-2015 hosted at George Washington University, 
LEAP-UCD-2017 at the University of California at Davis, and LEAP-ASIA-2019 
hosted at Kansai University, and LEAP-RPI-2020 hosted at the Rensselaer 
Polytechnic Institute in 2020. 

This chapter deals with the numerical simulations conducted at the University of 
British Columbia (UBC) for LEAP-ASIA-2019. Phase I of this project consisted of 
constitutive model calibration based on the results of hollow cylinder cyclic tor- 
sional shear tests on samples of Ottawa F65 sand, which complemented the mono- 
tonic and cyclic triaxial and simple shear tests from earlier projects. For this purpose, 
a recently developed constitutive model for large post-liquefaction deformation 
(Barrero et al., 2020), based on the bounding surface plasticity model SANISAND, 
was used. Then, Phase II consisted of Type-C simulations of eight unidirectional 
shaking centrifuge tests. Each test followed almost identical specifications as in 
LEAP-UCD-2017 and consisted of a submerged, gently sloping ground of medium- 
dense sand subjected to a ramped sine base excitation. The simulations were carried 
out in a coupled three-dimensional (3D) finite difference numerical platform where 
the constitutive model was implemented and verified (Barrero, 2019). The follow- 
ing sections describe the simulated centrifuge tests, the constitutive model and its 
calibration, the numerical modeling approach, and the comparison of experimental 
and numerical results. 
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14.2 Summary of Simulated Centrifuge Experiments 


14.2.1 Description of Centrifuge Tests 


The results of eight unidirectional centrifuge tests (Vargas et al., 2023a; Korre et al., 
2023; Stone et al., 2023) were timely shared with the UBC team. The prototype 
target soil deposit of the centrifuge tests was a 4 m deep, 20 m long submerged 
deposit of Ottawa F65 sand with a ground slope of approximately 5°. This deposit 
was subjected to a ramped sine wave input motion at its base; further details can be 
found in Tobita et al. (2023). Five of the centrifuge tests corresponded to the set 
labeled as Model A: “standard” centrifuge tests with a scaling factor directly related 
to the centrifugal acceleration 7. The other three tests were labeled as Model B, in 
which the scaling was determined in accordance with the generalized scaling law 
(lai et al., 2005), which includes a scaling factor u for the virtual model, as well as 
n. The experiments made available to the UBC team were carried out in the centri- 
fuge facilities at Kyoto University (KyU), Rensselaer Polytechnic Institute (RPI), 
and the University of California at Davis (UCD). The experimental test data included 
the time histories of acceleration at the base and within the soil deposit, the excess 
pore water pressures, and the displacements. Table 14.1 summarizes the relevant 
characteristics of the simulated centrifuge tests. 


14.2.2 Base Excitations 


Figure 14.1 shows the achieved or recorded base excitations in terms of acceleration 
time histories of centrifuge tests KyU A1 and RPI Bl. The Fourier spectra of the 
recordings, also presented in Fig. 14.1, reveal the presence of low frequency 
(«0.1 Hz) or long-period waves in the recorded base excitations. The nature of these 


Table 14.1 Summary of simulated centrifuge tests 


Centrifuge Density | D, Void PGA gi? 
Class test (kg/m?) (96) ratio* Virtual y | Centrifuge 7 | (g) 
Model A |KyU. A1 1677.0 73 0.580 1 44.4 m 0.248 
KyU A2 1628.0 56 0.628 1 44.4 0.118 
RPLAI 1651.0 64 0.605 1 | 23.0 0.143 
UCD AI 1713.3 86 0.547 1 43.75 0.178 
UCD_A2 1658.1 67 0.598 1 43.75 0.134 
Model B KyU BI 1673.0 72 0.584 2 | 22.2 0.252 
KyU_B2 | 1633.0 58 0.623 [2 22.2 0.126 
RPI BI 1644.0 62 0.612 0.5 46.0 0.151 


“Void ratio values calculated for a specific gravity of 2.65 (El Ghoraiby et al., 2020) 
*See Kutter et al. (2020) for the definition of PGA gj 
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Fig. 14.1 Recorded and filtered acceleration time histories along with their respective Fourier 
spectra and calculated velocity and displacement records of centrifuge tests: (a) KyU. A1 and (b) 
RPI B1 


waves differs significantly from that of the waves with frequencies of 1—3 Hz also 
present in the excitations, which are consistent with the target input motion (Tobita 
et al., 2023). The effect of this apparent noise can be further observed in the unde- 
sired “waviness” and deviations observed in velocity and displacement time histo- 
ries, obtained by integration of the acceleration records, also depicted in Fig. 14.1. 
Similar observations on the recorded base excitations were identified for all of the 
other centrifuge tests. The nature of these noises is unclear, but they were found to 
have negative consequences in the numerical simulations. For example, using this 
"raw" base excitation resulted in an unrealistic pattern of excess pore water pressure 
built-up, which started much earlier than expected and at a significantly different 
phase than the base excitation. Consequently, the UBC team decided to process the 
motions by means of fourth-order highpass digital Butterworth-type filters with 
bounding frequencies of 0.4—0.8 Hz to 25 Hz. Figure 14.1 shows the filtered base 
excitations and the corresponding Fourier spectra and velocity and displacement 
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Table 14.2. Summary of filter used in base excitations 


Class Centrifuge test | Filter range (Hz) | PGA before filter (g) | PGA after filter (g) 
Model A |KyU AI 0.5-25 10. 304 0.205 

| KyU_A2 0.5-25 0.134 0.140 

RPI A1 0.4-25 0.150 0.155 

| UCD_A1 0.6-25 0.213 0.168 

| UCD_A2 0.6-25 0.150 0.143 
Model B |KyU_B1 0.8-25 | 0.312 0.270 

| KyU. B2 0.8-25 0.163 0.154 

| RPI Bl | 0.4-25 0.164 |0.143 


time histories. As can be observed, the filters eliminated the low-frequency waves 
and the deviations in the velocity and displacement time histories but caused some 
differences in the phase and peak of acceleration records. Changes in the peak 
acceleration are summarized in Table 14.2. The filtered motions were used as base 
input in the Type-C simulations of this study. 


14.3 Constitutive Model 


This section presents a brief description of the constitutive model used throughout 
this study along with its calibration against the hollow cylinder cyclic torsional 
shear tests on Ottawa sand conducted for LEAP-ASIA-2019. 


14.3.1 SANISAND-Sf Model 


The material constitutive model used by the UBC team in simulating both the ele- 
ment and centrifuge tests for LEAP-ASIA-2019 is a recently developed extension 
of the SANISAND model class. SANISAND stands for Simple ANIsotropic SAND 
constitutive model, a generic name that was introduced in Taiebat and Dafalias 
(2008) and follows the basic premises of the original two-surface plasticity model 
developed by Manzari and Dafalias (1997) and its sequel by Dafalias and Manzari 
(2004). Its constitutive framework is based on bounding surface plasticity with 
kinematic hardening of the yield surface and critical state soil mechanics concepts, 
allowing for a unified description of any pressure and density by the same set of 
model constants. The former studies represent the core of the constitutive model, 
and a number of subsequent works include different extensions and constitutive 
features that can be added to the original framework. This study considers a recent 
extension developed by Barrero et al. (2020), which addresses the progressive 
development of large post-liquefaction shear strains. By introducing a new state 
internal variable named Strain Liquefaction Factor, the extended SANISAND 
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Table 14.3 SANISAND-Sf model parameters for Ottawa F65 


Parameter category Symbol | Value Parameter category Symbol | Value 
Elasticity "les 125 Dilatancy " 2.5 

v 0.05 Ao 0.5 
Critical state line M 1.26 Fabric dilatancy Cie 25 

C 0.8 e: 2000 

ep 0.780 Overshooting correction ca 0.01% 

À 0.0287 n 

é 0.8 Semifluidized state x 3 
Yield surface m 0.02 G 80 
Kinematic hardening | n> 2.3 Pin 18 kPa 

ho 6.0 a 8 

Ch 0.968 


model is able to progressively degrade the plastic modulus and dilatancy, when the 
model enters the so-called semifluidized state. The simultaneous reduction of plas- 
tic modulus and dilatancy allows for increasing the plastic deviatoric strain rate 
while maintaining the same plastic volumetric strain rate. During undrained cyclic 
loading, the semifluidized state is defined as the state when sand experiences a sud- 
den but temporary loss of stiffness, typically leading to a progressive accumulation 
of shear strains in each loading cycle. Such a state essentially happens at very low 
effective stresses. Extending the SANISAND framework with the semifluidized 
state formulation overcomes the apparent early lock-up of stress-strain loops in the 
post-liquefaction of the original model. 

The SANISAND version of Dafalias and Manzari (2004), together with an over- 
shooting correction scheme as described in Dafalias and Taiebat (2016) and the 
novel semifluidized state formulation introduced by Barrero et al. (2020), has been 
considered as the soil constitutive model in this work, and is referred to as 
SANISAND-Sf hereafter. Table 14.3 summarizes the model constants. An extensive 
description of the model formulation and role of the parameters can be found in the 
related foregoing reference and is not repeated here. Model implementation and 
testing in FLAC? v5 (Itasca, 2013) was completed by Barrero (2019). This imple- 
mentation has already been employed and compared against another one in a differ- 
ent numerical platform in the comprehensive study by Ramirez et al. (2018) and 
was subsequently used in Reyes et al. (2019). The implementation has then been 
updated for the extended SANISAND and used for this project. 


14.3.2 Model Calibration 


As part of Phase I of LEAP-ASIA-2019, the UBC team calibrated SANISAND-Sf 
against a series of hollow cylinder cyclic torsional shear tests conducted at KyU 
(Vargas et al., 2023b). The tests selected for this study consisted of saturated sam- 
ples of Ottawa F65 sand reconstituted to target relative densities (D,) of 50% and 
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60% and isotopically compressed to an effective confining pressure of approxi- 
mately 100 kPa. The samples were then cyclically sheared at cyclic stress ratios 
(CSR) ranging from 0.10 to 0.20. 

Calibration was completed in a single-element configuration in FLAC?P, in 
which the volume change was prevented during shearing to simulate the undrained 
conditions of the laboratory test. The elasticity and critical state parameters (see 
Table 14.3) were inherited from the calibration of the UBC team in LEAP- 
UCD-2017 (Yang et al., 2022). The parameters controlling the plastic modulus, 
dilatancy, and fabric dilatancy were updated in light of the new experimental evi- 
dence and to accommodate the extended formulation of the model. Details on the 
recommended calibration procedure for SANISAND-Sf are presented in Barrero 
et al. (2020). For this study, the calibration aimed first to capture the pre- and post- 
liquefaction response of the cyclic tests with CSR around 0.15. The pre-liquefaction 
response, that is, before attaining a mean effective stress close to zero for the first 
time, was reasonably well captured by tuning the kinematic hardening constants n” 
and cp, and the dilatancy parameters nt and Ap. For the post-liquefaction response, 
parameters x, cj, and pin, from the semifluidized state formulation were selected so 
asto simulate the extent and pace of development of shear strains in post-liquefaction. 
For the remaining tests with different CSR, parameter a was selected in order to 
capture the CSR resistance curve. With this approach, the obtained liquefaction 
resistance is controlled by a balance between the pre- and post-liquefaction response 
of the model. Figure 14.2 summarizes the model performance by comparing the 


Shear stress ratio 


KyU - D,— 50% 
KyU - D,= 60% 
UBC - D,— 50% 
UBC - D,— 60% 


10! 10? 10? 
Number of cycles to ypa = 7.5 96 


Fig. 14.2. Summary of experiments (blue, solid symbols, Vargas et al., 2023b) and simulations 
(red, hollow symbols) in terms of shear stress ratios and the corresponding number of cycles to 
reach a double amplitude shear strain of 7.596. The lines represent the interpolated liquefaction 
resistance curves for D, of 5096 (dashed) and 6096 (continuous) 
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liquefaction resistance from experiments and simulations based on the number of 
cycles to reach a double amplitude shear strain of 7.5%, showcasing a good match 
between them. Table 14.3 presents the constitutive model constants, which were 
used in the Type-C simulations. 


14.4 Numerical Model Specifications 


14.4.1 Numerical Platform 


The simulations of the centrifuge tests were conducted in the finite difference pro- 
gram FLAC?P, which uses an explicit time-integration scheme to model the dynamic 
response of 3D continuous media. In this program, the continuous media is replaced 
by a discrete-equivalent domain in which forces and displacements involved in the 
analysis are concentrated at the nodes of the 3D mesh used in representing the 
domain. Each zone or element of the mesh is comprised by a number of constant 
strain-rate subzones of tetrahedral shape whose vertices coincide with the ones of 
the zone. Solid-pore fluid interaction in this platform is based on the well-established 
coupled formulations of poromechanics originated by Biot (1941) and extended by 
Detournay and Cheng (1993). The numerical scheme for the coupled formulation in 
fully saturated media relies on a fluid continuity equation, which relates fluid flow 
to changes in pore pressure and volumetric strain. Solving this equation requires a 
series of steps involving fluid flow loops followed by mechanical loops to maintain 
equilibrium state. The fluid flow loops calculate changes in pore pressure while the 
mechanical loops address the changes in volumetric strain due to the adjustment of 
effective stress induced by the fluid flow loops. A built-in isotropic fluid model is 
used in this study for simulation of the mechanical response of the pore fluid. 


14.4.2 Numerical Model Configuration 


The numerical models of the centrifuge tests were completed for the prototype scale 
model, as the main objective of this study was to verify the performance and limita- 
tions of SANISAND-Sf. Validation of the generalized scaling law, which was 
another purpose of the LEAP-ASIA-2019, would have required complementary 
simulations at the model scale, and was not included in this chapter. 

The numerical models consisted of a 3D finite difference mesh built with 40 
zones in the slope dip direction, 8 zones in the height direction, and 1 zone in the 
slope strike direction, for a total of 320 zones. The zone sizes were 0.5 m in the 
slope dip direction and 0.39-0.61 m in the height direction. The grid points on the 
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Fig. 14.3 Cross-section of the FLAC? mesh and boundary conditions adopted in the prototype 
scale numerical model used. Recording locations are also shown for horizontal accelerations (AH), 
excess pore water pressures (P), and surface displacement markers (M). Note that the centrifuge 
facility at RPI adopted a different arrangement of surface markers not shown here 


model base were fully constrained along all three directions during the static part of 
the analysis, while the grid points of the side walls were laterally constrained. This 
prevented deformation in the slope strike direction, hence working in a similar way 
as a plain strain condition. During the dynamic stage, the degree of freedom at the 
model's base corresponding to the shaking direction, i.e., slope dip direction, was 
freed. The grid points on the top surface of the slope were allowed full drainage with 
fixed values of pore pressure in order to model the real submerged conditions of the 
experiments. Furthermore, during the dynamic stage, Rayleigh damping with a 
small damping target value of 196 was used to prevent high-frequency artificial 
noise. The mesh density, boundary conditions, and the location of the instrumenta- 
tion and displacement markers are presented in Fig. 14.3. 


14.4.3 Soil Properties 


The SANISAND-Sf model parameters determined in Sect. 14.3.2 were used in the 
centrifuge simulations and they were not updated upon examination of the centri- 
fuge experiment results. Taking advantage of the critical state framework of 
SANISAND, only the initial void ratio was changed in each centrifuge simulation 
according to the values in Table 14.1. 

For the solid-fluid interaction, the isotropic fluid model implemented in FLAC?P 
was used, with a water bulk modulus of 2.2 x 106 kPa. Soil hydraulic conductivity 
was first estimated based on the average initial void ratio of the centrifuge tests and 
the constant head permeability tests conducted by El Ghoraiby et al. (2020) as 
k= 1.15 x 1077 m/s. Note that variation of the hydraulic conductivity with the initial 
void ratio was negligible. 
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14.4.4 Simulation Procedure 


In order to establish a reasonable initial stress state of the model in the prototype 
scale, the numerical simulations started with a staged construction of the slope, 
where the dry soil deposit was constructed in layers and was allowed to establish its 
stress state under the gravity of 1g. In this process, the mechanical boundary condi- 
tions were configured as shown in Fig. 14.3, except for the stress boundary condi- 
tion on the top surface of the slope. This stage used a simple Mohr-Coulomb 
material model assigned to the sand layers with a bulk modulus of 6.22 x 10? kPa, 
shear modulus of 2.38 x 10° kPa, and a friction angle of 33 degrees. After achieving 
mechanical equilibrium for all layers of the soil deposit, the fluid-mechanical inter- 
action module was activated, and a normal stress gradient representing the target 
submerged pressures of water was applied on the top surface of the slope, as shown 
in Fig. 14.3. The pore water pressures at the top surface were fixed to the submerged 
pressures. Upon reaching mechanical and fluid equilibrium, the constitutive model 
for the sand was switched to the SANISAND-Sf. 

Once the changes of stresses and pore water pressures induced by the change of 
constitutive model were stabilized, the dynamic analysis feature embedded in the 
numerical platform was activated. The resulting ratio of effective initial horizontal 
to vertical stresses (Ko) ranged from 0.44 to 0.6 along the model, with an average of 
0.49. Furthermore, the initial ratio of static bias, that is, the ratio of shear stress to 
effective vertical stress (a), ranged from 0.01 to 0.06 for an overall average of 0.04. 
For the dynamic analysis, the boundary conditions were updated in two stages: first, 
Rayleigh damping was added to the entire model, followed by mechanical-fluid- 
dynamic steps to further stabilize the model. Second, the degree of freedom in the x 
direction at the model's base was freed to accommodate the base excitation. Also, 
during the dynamic stage of the analyses, the hydraulic conductivity was doubled to 
account for the increase of permeability during the liquefaction stage, which has 
been recognized to occur in different studies (e.g., Manzari & Arulanandan, 1993; 
Taiebat et al., 2007; Shahir et al., 2012; Yang et al., 2020). The amount of increase 
was determined following sensitivity analyses which mainly took into consideration 
the dissipation pattern of pore water pressure. The increased value of hydraulic 
conductivity, k* = 2.29 x 10-4 m/s, was kept constant throughout the dynamic stage 
and for all centrifuge models. 

Finally, the filtered accelerations records were applied at the base grid points; the 
duration of the analyses went beyond the significant duration of the base excitation, 
allowing for the dissipation of excess pore water pressure and displacement stabili- 
zation. The total length of the shearing and dissipation process was determined by 
the duration of the experimental recordings of accelerations and excess pore water 
pressure. 
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14.5 Type-C Simulation Results 


The results of the Type-C numerical simulations are presented and compared with 
the experimental data for the eight centrifuge tests evaluated. The comparison is 
depicted in terms of acceleration time histories, acceleration response spectra, 
excess pore water pressure time histories, and displacement time histories at control 
points and markers at the center of the centrifuge model (see Fig. 14.3). It is impor- 
tant to highlight that although the recorded base accelerations were filtered before 
their application in the simulations, the experimental recordings of accelerations 
and others in the soil deposit body were not filtered in the displayed comparison. 


14.5.1 Typical Results 


Here, the typical results of the simulations are described with respect to the centri- 
fuge model UCD A2. Figure 14.4 shows the experimental and simulated accelera- 
tion response at the center of the model in terms of time histories and response 
spectra. It can be observed that the simulations are generally successful in capturing 
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Fig. 14.4 Comparison of experimental and simulated acceleration response in centrifuge test 
UCD A2 in terms of time histories and response spectra at the middle of the model 
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Fig. 14.5 Comparison of experimental and simulated excess pore water pressure response in cen- 
trifuge test UCD A2 in terms of time histories at the middle of the model 


the acceleration response in the time domain: in sensors AH1 and AH2, located at 
the bottom of the centrifuge and where no signs of severe liquefaction are apparent, 
the accelerations are closely captured. Similarly, in sensors AH3 and AH4, located 
at shallower depths and where liquefaction occurrence is evident due to the presence 
of sharp dilations spikes, the simulations were also able to closely capture the accel- 
eration response in the time domain. The comparison in terms of response spectra 
further indicates that the simulations captured the acceleration response to a reason- 
able degree. However, it also shows that the simulated spectral accelerations for the 
fundamental period of the deposit, approximately 1 s, tend to be progressively 
underestimated at shallower depths, likely due to the occurrence of liquefaction. 

Figure 14.5 presents the comparison of experimental and simulated excess pore 
water pressure generation and dissipation. The initial effective overburden pres- 
sures, approximately 40, 30, 20, and 10 kPa for piezometers P1, P2, P3, and P4, 
respectively, are also shown. The time histories show that the numerical results can 
reasonably capture the peak values of excess pore water pressure, although they also 
present relatively large spikes absent in the experimental recordings. Moreover, the 
rate of generation of excess pore water pressure is overestimated in the simulations. 
This simulated response has been found to be mostly associated with the 
SANISAND-Sf underestimation of the pre-liquefaction cyclic resistance at low val- 
ues of CSR. On the other hand, the simulated dissipation rate is relatively close to 
the experimental evidence. Sensitivity analyses for this particular centrifuge model 
showed that around a 5096 reduction in the constant and already increased hydraulic 
conductivity used in the simulations can significantly improve the match in the dis- 
sipation rate. 

The lateral displacements at the center of the model, both recorded in the experi- 
ments and in the simulations, are shown in Fig. 14.6. It can be observed that the 
simulations tend to overestimate the displacements, in this case, by over 5 cm. This 
overestimation is thought to be associated, as is the generation of excess pore water 
pressure, with (a) the stiffness of SANISAND-Sf model for low values of CSR, (b) 
the presence of initial static shear stresses in the sloped model, and (c) the hydraulic 
conductivity and its likely variation during and after soil liquefaction. 
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Fig. 14.6 Comparison of experimental and simulated lateral displacement in centrifuge test 
UCD. A2 in terms of time histories at the middle of the model 
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Fig. 14.7 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test KyU AT 


14.5.2 Summary of Numerical Simulations 


To expand the assessment of the constitutive model performance, the comparison 
presented in the earlier section is extended to the other seven centrifuge tests. For 
brevity, the experimental and simulated results are illustrated for accelerometers 
AHI and AH4, piezometers P1 and P4, and displacement marker M3, all of which 
are representative of the response of the center of the centrifuge models. In order to 
maintain consistency in the comparisons, Figs. 14.7, 14.8, 14.9, 14.10, 14.11, 14.12, 
14.13 and 14.14 detail the results using the same scales. 

The overall comparison reveals that in the six centrifuge tests where liquefaction 
occurred (KyU AI, RPI A1, UCD AI, UCD A2, KyU BI, RPI B1), evidenced 
by the significant dilation spikes in the acceleration records and high values of 
excess pore water pressure, the simulations were generally successful in capturing 
the experimental results. However, in most cases, the lateral displacements were 
overestimated, with the exception of model RPI B1 where the simulation yielded 


A. Reyes et al. 


v o 


Spec. acc. (g) 


Sse 
Spee. ace. (g) 


A 


EPWP (kPa) 
e 5 


0 10 230 30 40 50 60 70 80 290 100 0 10 20 30 40 #50 60 70 80 90 100 
Time (s) Time (s) 


0 2 4 6 8 10 12 14 16 18 20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.8 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test KyU. A2 


H4-Exp. 
AH4-Sim. 


Spec. acc. (g) 


Sse 


& 40 e 
z J 
g. 20 £- 
z = 
B a 
0 10 20 30 40 50 60 70 80 290 100 0 10 20 30 40 50 60 70 80 290 100 
Time (s) Time (s) 


S 


Disp. - x (cm) 
>o 8 £ 


e 
^ 
»- 
eo 
oo 
e 
- 
S 
= 
c 
- 
* 


20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.9 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test RPI A1 


14 Type-C Simulations of Centrifuge Tests from LEAP-ASIA-2019 Using... 329 


AH4-Exp. 
—— AH4-Sim. 


—— AH4-Sim. 
input 


Spec. acc. (g) 


m 
se 


107! 


Period (s) 


$ 
FS 
s 


EPWP (kPa) 
>o 82 
EPWP (kPa) 
o 8 


0 0 10 20 30 40 50 60 70 80 90 100 

a Time (s) 

= 40 

2 

a 20 

& 0 

A 

a 


0 2 4 6 8 10 12 14 16 18 20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.10 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test UCD A1 


Spec. acc. (g) 


Disp. - z (cm) 


0 2 4 6 8 10 12 14 16 


18 20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.11 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test UCD A2 


330 A. Reyes et al. 


wow 


Spec. acc. (g) 


2 So - 


EPWP (kPa) 
o 3 


0 10 20 30 40 50 60 70 80 290 100 0 10 20 30 40 50 60 70 80 90 100 


Z | —— Marker-3-Exp. 
a —— Marker-3-Sim. 


Time (s) Time (s) 


0 2 4 6 8 10 12 14 16 18 20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.12 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test KyU BI 


s: Bs 
z si 
A Žo 
19-2 107! 10° 10 719 
É 4 £ 40 
z2; — 
e a 20 
z É o 
B - E = = = = = 
0 10 20 30 40 50 60 70 80 90 100 0 10 20 30 40 50 60 70 80 90 100 
Time (s) Time (s) 


Disp. - x (cm) 


0 2 4 6 8 10 12 1M 16 18 20 22 24 26 28 30 32 34 36 38 40 
Time (s) 


Fig. 14.13 Summary of acceleration, excess pore water pressure, and lateral displacement experi- 
mental and simulated response for centrifuge test KyU. B2 


lower values than the experimental evidence. As detailed earlier, the overestimation 
of lateral displacements is likely caused by the underestimation of pre-liquefaction 
resistance for low values of CSR of the constitutive model, the presence of initial 
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static shear stresses in the model, which was not accounted for in Phase I, and the 
selected value of hydraulic conductivity. 

While filtering of base excitations was conducted for all models, an inspection of 
the acceleration time histories reveals some changes of phase in only a few of the 
models, particularly UCD_A1 and KyU Bl, which are among the ones with stron- 
ger "noise" of the base motion. Additional filtering of the recordings in the deposit 
body would have probably reduced the changes of phase observed here. Further 
commentaries on the nature and consequences of this apparent noise are presented 
in Perez et al. (2023). On the acceleration response spectra, as explained earlier, the 
simulations tend to underestimate the spectral acceleration for a period of 1 s for the 
shallower sensor, where evidence of liquefaction was observed in most cases. 

As in Sect. 14.5.1, the simulations successfully capture the peak excess pore 
water pressures recorded in all of the centrifuge tests where liquefaction was trig- 
gered. However, the comparisons also reveal that the model overestimated the rate 
of excess pore water pressure generation, a response largely controlled by the pre- 
liquefaction stiffness of the extended SANISAND model. Nevertheless, the dissipa- 
tion rate was surprisingly well captured by the simulations, albeit the use of the 
same constant value of hydraulic conductivity, k*, doubled from the laboratory 
results, for all the numerical models. Yet, it is important to mention that even better 
results could be obtained by using different values of k* for each model, ranging 
from 0.5 to 3 times to the value of k. In tests KyU. A2 and KyU. B2, where liquefac- 
tion did not occur below sensor P4, the excess pore water overestimation caused 
further differences in the acceleration response and, most importantly, in the lateral 
displacements. 
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14.6 Summary and Outlook 


This chapter presents the Type-C numerical simulations conducted at the University 
of British Columbia for the centrifuge tests of gently sloped liquefiable soil deposits 
in LEAP-ASIA-2019. For this purpose, the UBC team made use of an extended 
version of the SANISAND constitutive model, named SANISAND-Sf, which intro- 
duces a novel and elegant feature to reduce soil stiffness during undrained cyclic 
shearing and low values of confining pressure, to allow for the development and 
accumulation of large post-liquefaction shear deformations. 

Phase I of this study consisted of calibrating the new model based on data from 
undrained hollow cylinder cyclic torsional shear tests. The resulting calibration suc- 
ceeded in capturing the number of cycles to reach a double amplitude shear strain of 
7.5% for different values of cyclic stress ratios. Phase II used such calibration to 
simulate eight centrifuge models in a finite difference computer program. The simu- 
lations revealed that the constitutive model and the adopted numerical modeling 
approach are reasonably successful in capturing the acceleration and pore water 
pressure response of the centrifuge tests where liquefaction was evidenced by dila- 
tion spikes and high values of excess pore pressure. However, the lateral displace- 
ments were overestimated by around 5-15 cm in most of the models. 

The results presented here suggest that the performance of the numerical simula- 
tions with respect to capturing the experimental results can be improved by increas- 
ing the constitutive model stiffness, i.e., its pre-liquefaction resistance, for relatively 
low values of cyclic shear stress ratios. This can be effectively achieved by consider- 
ing a new constitutive ingredient in the SANISAND class of models, as was done 
by Yang et al. (2022). Their latest extension provides the necessary flexibility to 
capture both pre- and post-liquefaction responses with accuracy. An improved pre- 
diction can also be accomplished by evaluating the model predictive capabilities of 
sand undrained response in the presence of static shear stresses and accounting for 
their effect. This has been shown to be of major relevance in the recent works of 
Reyes et al. (2021) and Perez et al. (2023). For this purpose, K;-consolidated cyclic 
shear tests with initial static shear stress, representative of the initial stress state of 
the soil in the centrifuge tests, would be excellent data for model validation. The 
recent experimental works of El Ghoraiby and Manzari (2021) and Lbibb and 
Manzari (2023) represent major efforts in producing this type of evidence in which 
more realistic initial stress states, i.e., Kọ # 1 with static shear stresses, and cyclic 
shearing patterns are employed. Furthermore, it was shown that filtering and base- 
line correction of experimental recordings are important and can cause significant 
differences in numerical predictions. Ideally, the experimental team should process 
all records, and the filtering process should be communicated to the numerical sim- 
ulation team. Finally, hydraulic conductivity and its likely change during and after 
shaking played a major role in the numerical predictions. Further research is 
required to determine an efficient procedure to properly model it. 
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Chapter 15 (R) 
LEAP-ASIA-2019 Numerical Simulations — «x 
Using a Strain Space Multiple Mechanism 
Model for a Liquefiable Sloping Ground 


Yoshikazu Tanaka, Anurag Sahare, Kyohei Ueda, Waka Yuyama, 
and Susumu Iai 


Abstract This chapter presents the numerical simulations using a strain space mul- 
tiple mechanism model on a liquefiable sloping ground during earthquake excita- 
tion which are compared with the results obtained from the centrifuge tests 
conducted at different centrifuge facilities as a part of LEAP-ASIA-2019 with an 
effort to validate the generalized scaling laws. The constitutive model parameters 
were determined based on the results of cyclic torsional shear tests. One of the key 
objectives of this chapter is to assess the differences arising in the soil system 
responses depending on the three different predictors when using the same constitu- 
tive model. For this purpose, the soil constitutive model parameters were calibrated 
differently, and all the predictors were able to capture the important features of satu- 
rated sand during undrained cyclic shearing. This was followed by the numerical 
simulations of the centrifuge data, which showed no predominant differences in the 
simulated results due to the different soil constitutive model parameters. However, 
the amount of shear-induced dilatancy experienced by the sand during cyclic shear- 
ing was found out to be different among predictors. It is also highlighted that predic- 
tors may achieve the ideal measured results either by performing numerical 
simulations in model scale or in prototype scale. 
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15.1 Introduction 


The Liquefaction Experiments and Analysis Project (LEAP) is an international 
research collaborative venture for validating and assessing the suitability of various 
soil constitutive models based on the extensive validation exercise with centrifuge 
testing conducted at different geotechnical centrifuge facilities around the world. 
The main objective of the LEAP-ASIA-2019 project was to validate the generalized 
scaling laws proposed by Iai et al. (2005). To this end, this chapter presents the 
numerical simulation exercise to assess the capability of the strain space multiple 
mechanism model in capturing the response of a saturated sloping ground during 
earthquake-induced liquefaction and lateral spreading. It is thought that numerical 
simulation results might be governed significantly depending on the numerical pre- 
dictors, for which the numerical simulations were conducted by three different 
numerical predictors and a particular focus has been given to the problem of (a) 
constitutive model calibration (b) the effects arising due to a different scale, i.e., 
model and prototype scale, and (c) effect of mesh size in the simulation. 


15.2 Brief Summary of the Centrifuge Experiments 


Figure 15.1 shows the adopted schematic model for LEAP-ASIA-2019 centrifuge 
tests. Some of the centrifuge facilities were excited with an earthquake waveform 
parallel to the axis of centrifuge, whereas some of the facilities were shaken in the 
circumferential direction of the centrifuge arm. It is to be noted that in the latter 
case, the ground surface was curved to consider the influences arising due to a radial 
gravity field during spin up in a short arm centrifuge (see Tobita et al., 2018 and 
Sahare et al., 2020 for further details). The model is a liquefiable sloping ground and 
is composed of Ottawa F-65 sand, with a 5-degree inclination. Figure 15.1 also 
shows the location of various instrumentations used during the centrifuge testing, 
where “AH” indicates an accelerometer and “P” portrays a pore pressure transducer. 
The centrifuge tests were performed at different facilities to capture the soil system 
response under different physical conditions with a different achieved soil relative 
density and with different earthquake characteristics having an altered imparted 
input acceleration amplitude. As mentioned previously, the major objective of 
LEAP-ASIA-2019 project was to validate the generalized scaling laws, for which 
two different models were developed: Model A (tested as per the conventional scal- 
ing laws) and Model B (tested as per the generalized scaling laws). Tables 15.1 and 
15.2 indicate the centrifuge experiments which were used to validate the developed 
numerical models reported in this chapter. 


15 LEAP-ASIA-2019 Numerical Simulations Using a Strain Space Multiple... 337 


= >9mxL* =| 


WATER TABLE TO 
COVER THE SAND 
l!) RIGID CONTAINER DURING SPINNING q l AV1, AV2 
i Zref 
35mxL* | 35mxL* APPROX. CIRCULAR SHAPE SO THAT 
SOIL SURFACE HAS CONSTANT RADIUS| 
A | ON EACH CROSS SECTION 
| Zref| 
1 15mxi. 
: AHT 
Z "E T. "UE | P6 E: \ - 
E e AHA AH4, AH6, AH10 
x Ed AH6 — P4 E AHTO P4, P5, P8® | 
E — PS T AH3 H/2 P8 AH3, AHS, AH9 
e AHS — P3 E AH9 P3, P7 ® H 
e Hs4mxL* [1 AH2 ——=P P7 P2 AH2, AH8 
E I— 0 P2 AH8 p10 e AHÍ 
b^? y r pi^"! — Xref a | Yef pie rs, Pro 
BE— — om xL* ——- 
Du — A AH11 AH12 
Am fs 20m x1* - SECTION A-A 
(a) 
APPROX. LOG SPIRAL : ‘ 
SHAPE SO THAT WATER TABLE TO - >9mxL* - 
7 SUR DURING SPINNING TH 
AN ANGLE Zref AV1, AV2 
35mxL*  OF5'FROM \ 3.5mxL* 
THE NORMAL 
ne TO THE G-FIELD | 
f 
\ A 15mxL*1 | Zre 
| = i 
| RIGID 4 
= CONTAINER | —~.| 
m AP? m AH7 
E- Ave Ly AH4 AH10 P6 Bd AH4, AH6, AH10 
P5 — P4 H/2| —€ P8 P4, P5, PBB 
AHS = AH3 ES AH9 Æ AH3, AH5, AH9 
— P3 =$ P7 P3, P7 6 
H-4mxL*[- AH2 AHB8 we DX AH2, AHB 
Le B 7 
pP? t F pi^! — Xref Prey Yref pig rs, p10 | 
E> D3-— — 8 mx L* — A 
AH11, L— A AHTI AH12 
Au H 20mxL -| SECTION A-A 


Fig. 15.1 Schematic representation of LEAP-ASIA-2019 centrifuge model tests: (a) Sectional 
view for shaking parallel to the axis of the centrifuge; (b) Sectional view for shaking in the plane 
of spinning of the centrifuge 


Table 15.1 Summary of centrifuge experiments, Model A in LEAP-ASIA-2019 


Density Dr Virtual Centrifuge, | PGAeff | Avg. disp. | Shaking 
Test case (kg/m?) (90) |1G,p n (g) (mm) direction 
KyU_A_ 1628 56 1 44.4 0.118 11.10 Tangential 
A2_1 
RPI_A_ 1651 64 1 23 0.143 99.56 Axial 
All 
; UCD_A_ |1658.1 67 1 43.75 0.134 71.50 Tangential 
A2_1 


Table 15.2 Summary of centrifuge experiments, Model B in LEAP-ASIA-2019 
l PGAeff | Avg. disp. 


Density D Virtual Centrifuge, 


r Shaking 
Test case | (kg/m°) (90 | 1G, x4 


direction 


KyU_A_ |1633 58 |2 34.54 Tangential 
B2_1 
RPI_A_ 1644 62 0.5 46 303.27 Axial 


B11 
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15.3 Strain Space Multiple Mechanism Model 


The numerical analysis was conducted using a strain space multiple mechanism 
model incorporating a new stress-dilatancy relationship (Iai et al., 2011). The strain 
space multiple mechanism model was originally proposed by Iai et al. (1992). The 
model has been implemented into a finite element program, called “FLIP ROSE 
(Finite Element Analysis Program of Liquefaction Process/Response of Soil- 
structure Systems during Earthquakes)” (Iai et al., 1995, 1998; Ozutsumi et al., 
2002) and has been extended based on the finite strain theory (see Ueda, 2009; Iai 
et al., 2013) and is widely used to examine the cyclic response of granular materials 
in Japan as an effective stress model. In this model, the behavior of granular materi- 
als is idealized on the basis of a multitude of virtual simple shear mechanisms ori- 
ented in arbitrary directions (see Ueda & Iai, 2018). 


15.3.1 Determination of Model Parameters 


Parameters of the strain space multiple mechanism model are broadly classified into 
three types according to the volumetric mechanism, shear mechanism, and dilat- 
ancy. The calibrated constitutive model parameters are illustrated in Tables 15.3 and 
15.4, which were determined from cyclic torsional shear test results performed at a 
relative density of 6096 (see Vargas et al., 2020 for further details about the element 
tests). As discussed previously, the numerical calibration and simulations were con- 
ducted by three predictors hereafter referred to as FLIP1, FLIP2, and FLIP3 as 
shown in Tables 15.3 and 15.4. The constitutive model parameters were quite differ- 
ent among the three modelers. The liquefaction resistance curves obtained from the 
cyclic torsional shear test and simulated by the three predictors at a double ampli- 
tude shear strain of 7.596 and at different values of the cyclic stress ratio (CSR) are 
shown in Fig. 15.2. From Fig. 15.2, one can observe all the three numerical models 
to capture the necessary features of the measured cyclic soil response. At a smaller 


Table 15.3 Model parameters for deformation characteristics 


Symbol | Parameter designation |FLIPI |FLIP2 |FLIP3 
pt Mass density of a composite of soil and water 2.002 2.092 | 2.092 
pa Reference confining pressure 75 73:5 75 

Kina Bulk modulus 298,302 | 178,245 329,380 
rk Reduction factor of bulk modulus for liquefaction 0.1 0.69 0.1 

analysis 

dk Power index of bulk modulus for liquefaction analysis 2 2 2 

Gma Shear modulus 114,386 | 68,350 | 126,304 
l DS Internal friction angle for plane strain 41.6 48 42.83 
Tiia Maximum damping constant 0.24 0.24 0.24 
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Table 15.4 Model parameters for dilatancy 


Symbol | Parameter designation FLIPI | FLIP2 | FLIP3 
®, Phase transformation angle 28 28 28 
ep Limit of contractive component 0.2 0.72 |0.2 
res Parameter controlling contractive component 7 1.5 7 

req Parameter controlling dilative and contractive components 1 0.36 | 0.8 

ql Parameter controlling initial phase of contractive component | 2 10 2 

q2 Parameter controlling final phase of contractive component 2 1 2 

51 Small positive number to avoid zero confining pressure 0.005 | 0.005 | 0.005 
€i Parameter controlling elastic range for contractive component |1.58 | 1.4 1.80 
Gis Undrained shear strength (for steady state analysis) - - - 


* Measured 
—FLIP1 
—FLIP2 
—FLIP3 


Shear Stress Ratio (1/o") 


1 10 100 1000 


Number of cyclicloadsN 


Fig. 15.2 Liquefaction resistance curves obtained from numerical simulation for FLIP 1, FLIP 2 
and FLIP 3 (Dr 26096; yp, 7.5%) 


cyclic stress ratio, FLIP1 and FLIP3 slightly overpredicted the number of cycles to 
achieve the desired strain level. On the other hand, FLIP2 slightly underestimated 
the number of cycles at the least CSR value. 

The typical soil response obtained by the three predictors at a cyclic stress ratio 
of 0.18 is shown in Fig. 15.3 in terms of stress path and stress-strain relationship at 
a relative density of 60%. Overall, all the three models with different constitutive 
model parameters captured the important undrained cyclic soil response as observed 
in the torsional test including the butterfly-shaped undrained stress path. However, 
a very similar strain as recorded in the element test was estimated by FLIP3, how- 
ever at the expense of slightly larger vertical effective stress value. FLIP2 on the 
other hand predicted the undrained stress-path to approach close to the origin simi- 
lar to the experiment but at the expense of significantly larger estimated shear strain 
as shown in Fig. 15.3. 
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Fig. 15.3 Typical numerically simulated element test results obtained by FLIP 1, FLIP 2, and 
FLIP 3 (D, = 60%, shear stress ratio = 0.18) 
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Fig. 15.4 Mesh for the numerical models developed by the three predictors, FLIP1, FLIP2, 
and FLIP3 


15.3.2 Initial Boundary Conditions 


The finite element (FE) analysis was carried out considering a two-dimensional 
plane strain condition. Figure 15.4 represents the mesh developed by each of the 
numerical predictors. The numerical analysis was carried out considering the four- 
node quadrilateral elements, which is based on the reduced integration (SRI) tech- 
nique (Hughes, 1980). The mesh size in FLIP1 numerical model was determined to 
be less than 1/2 of the input wavelength. The mesh size for FLIP2 was determined 
to be 1/8 over a quarter wavelength of 4 m to account for reasonable deformation 
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Table 15.5 Coefficient of permeability (m/s) 


FLIP1 FLIP2 FLIP3 
Prototype 

Prototype scale | Model scale | Prototype scale | scale Model scale 
KyU_A_A2_1 | 5.00E-04 1.13E-05 5.00E-04 3.84E-03 8.64E-05 
RPI_A_A2_1 | 1.00E-04 4.35E-06 1.00E-04 3.77E-05 1.64E-06 
UCD_A_A2_1 |1.00E-04 2.29E-06 1.00E-04 1.64E-04 3.75E-06 
KyU_A_B2_1 |5.00E-04 1.34E-05 5.00E-04 3.23E-03 8.64E-05 
RPI_A_B1_1 | 1.00E-04 3.66E-06 1.00E-04 1.95E-04 7.13E-06 


Table 15.6 Rayleigh damping factor (/7) 


FLIP1 FLIP2 FLIP3 
Prototype 

Prototype scale | Model scale | Prototype scale | scale Model scale 
KyU_A_A2_1 | 1.00E-03 2.25E-05 1.00E-03 8.88E-03 2.00E-04 
RPI_A_A2_1 | 1.00E-03 4.35E-05 1.00E-03 1.84E-02 8.00E-04 
UCD A A2 1 | 1.00E-03 2.29E-05 1.00E-03 8.75E-03 2.00E-04 
KyU_A_B2_1 | 1.00E-03 4.50E-05 1.00E-03 4.44E-03 2.00E-04 
RPLA B1 1 |1.00E-03 2.17E-05 1.00E-03 3.68E-02 8.00E-04 


mode of the sloping ground, whereas for FLIP3, the mesh size was very fine to 
consider the effect of high-frequency components. 

The degrees of freedom for displacement at the base of the models were fixed 
both horizontally and vertically, while only horizontal displacement is fixed at the 
side boundaries. The side and bottom boundaries were set to be impermeable, and 
pore water pressure at the ground surface was specified to represent a hydrostatic 
condition. 

A self-weight analysis was carried out prior to the dynamic response analysis for 
evaluating initial stress distribution throughout the numerical model. Numerical 
time integration was carried out by the SSpj method (Zienkiewicz et al., 2000). The 
standard parameters for SSpj method are used as per Ueda & Iai (2018). 

Table 15.5 shows the coefficients of permeability used by the three predictors 
during the numerical analysis. The coefficient of permeability of Ottawa F-65 sand 
was taken from the permeability tests carried out by Kutter et al. (2018) and was 
adjusted depending on the dissipation process of excess pore water by all the predic- 
tors if applicable. For all the facilities, the permeability of soil was adjusted based 
on the scaling laws adopted by the corresponding centrifuge facility. Because analy- 
sis by FLIP1 and FLIP3 was performed in model scale and that by FLIP2 was per- 
formed in the prototype scale, FLIP1 and FLIP3 considered the coefficient of 
permeability of soil in model scale whereas FLIP2 carried out the numerical simula- 
tions considering the coefficient of permeability in the prototype scale. 

Table 15.6 shows the Rayleigh damping factor (f) adopted by each predictor. For 
FLIP 1 and FLIP2, the values were determined based on the parametric study after 
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performing the one-dimensional ground response analysis for a non-liquefiable 
ground surface and were estimated so that the maximum displacement was no lon- 
ger affected. However, for FLIP3, the damping factor was directly adjusted based on 
the results obtained from the centrifuge tests so as to replicate the test results more 
accurately. 


15.4 Results and Discussions for the Type-B Simulations 


This section presents the results of Type-B simulations for centrifuge Models A 
(tested as per the conventional scaling laws) at the geotechnical centrifuge facilities 
located in Kyoto University, Rensselaer Polytechnic Institute and University of 
California Davis (indicated as KyU A. A2 1, RPL A AI 1l, and UD A A2 1; 
shown in Table 15.1) and Models B (tested as per the generalized scaling laws) at 
the geotechnical centrifuge facilities located in Kyoto University and the Rensselaer 
Polytechnic Institute (indicated as KyU. A. B2 1 and RPI A BI 1; shown in 
Table 15.2). 


15.4.1 | Observed Soil-System Response During Liquefaction 
Induced Lateral Spreading 


Figures 15.5, 15.6, 15.7, 15.8 and 15.9 show the results obtained from the numerical 
simulations for the soil-system response in terms of acceleration (AH4), excess pore 
pressure (P4), and lateral soil displacement for Model A and Model B with consid- 
ered instrumentations located towards the ground surface in the center array of the 
model (see Fig. 15.1). FLIP3 adjusted the coefficient of the permeability and the 
Rayleigh damping factor (f) to match the centrifuge test results and hence FLIP3 
results can be said to represent Type-C simulations. 

The numerical simulation results seem to be well-matched with the centrifuge 
test results despite of the fact that the constitutive model parameters were calibrated 
differently by the three predictors. Overall, the accelerations response in FLIP1, 
FLIP2, and FLIP3 are found to be well-matched with the test results. However, 
negative spikes often appeared more prominently as compared to the centrifuge test 
results in the case of predictors FLIP1 and FLIP2 which indicates large prevailing 
soil dilatancy. For some of the cases, the dissipation period was estimated to be 
longer than the centrifuge test results, depending on the coefficient of permeability 
used by the predictors. The displacements obtained from the numerical simulations 
are also found to be very close to the centrifuge test results. 
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Fig. 15.5 Simulated results by the predictors FLIP1, FLIP2, and FLIP3 for the test KyU_A_A2_1 
(Model A) in terms of acceleration response (AH4), excess pore pressure (P4), and soil displace- 
ment (see Fig. 15.1 for the location of sensors) 


15.4.2 Numerical Analyses in the Model Scale 
and the Prototype Scale 


As described earlier, numerical analyses by predictors FLIP! and FLIP3 were car- 
ried out on a model scale, whereas the predictor FLIP2 conducted the simulations in 
the prototype scale. 

For the simulation results for KyU_A_A2_1, the peak acceleration at sensor 
AH4 is obtained at 10 s by all the predictors, which was consistent with the timing 
of peak acceleration measured in the centrifuge model test (Fig. 15.5). FLIPI 
obtained maximum horizontal acceleration of 0.65g, whereas FLIP2 obtained a 
value of 0.44g, and FLIP3 estimated it as 0.14g, as compared to 0.16g obtained 
from centrifuge test. The excess pore pressure generation for sensor P4 is nearly 
identical for all the predictors with slight differences observed in the dissipation 
period. However, larger negative spikes were obtained in the case of FLIPI and 
FLIP2. The dissipation period is found to be slightly different for FLIP1 depending 
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Fig. 15.6 Simulated results by the predictors FLIP1, FLIP2, and FLIP3 for the test RPI A A1 1 
(Model A) in terms of acceleration response (AH4), excess pore pressure (P4) and soil displace- 
ment (see Fig. 15.1 for the location of sensors) 


on the lower permeability value used by the corresponding predictor. The peak lat- 
eral displacement at the location of marker 2-3 is estimated to be 0.068 m by FLIP1, 
0.049 m by FLIP2, and 0.067 m by FLIP 3, respectively. The maximum lateral 
displacement achieved from the centrifuge test result was 0.0365 m. Hence, it can 
be seen that the results obtained were nearly similar among all the predictors, which 
were close to centrifuge results. 

For the simulation result of KyU. A. B2 1, the peak acceleration values at sensor 
AH4 were obtained at 10 s by all the predictors, as it was observed in the centrifuge 
acceleration response (Fig. 15.8). The maximum estimated horizontal acceleration 
is 0.40g by FLIPI, 0.70g by FLIP 2, and 0.40g by FLIP 3, respectively, whereas 
0.45g was obtained from the centrifuge test as is reported in Fig. 15.8. Hence, it can 
be said that the response is nearly similar with slightly different amplitudes of accel- 
eration depending on the soil dilatancy. The pore pressure variation is also found to 


15 LEAP-ASIA-2019 Numerical Simulations Using a Strain Space Multiple... 345 


0. 
3 00 AANA 
5-0.5 
3 
8.10 ae 
isl nput wave 
o 10 20 . 30 40 50 60 
time (s) 
0.5 0.5 
= 0.0 pae = 0.0 
E 3 
g05 g05 PUT 
Bio AH4 8.10 
Test Result FLIP 1 
ETE. EE 
o 10 20 30 40 50 60 o 10 20 30 40 50 60 
time (s) time (s) 
0.5 0.5 
= 0.0 = 0.0 cha AAA A aan 
z E 
3-0.5 g -0.5 
8.10 ra Sud ER 3 
As | FLIP2 L5 
o 10 20 30 40 50 60 0 10 20 30 40 50 60 
time (s) time (s) 
— 20.0 20.0 
z £ 100 
& 100 [ uum £ 10. 
g 00 z 00 
E100 P4 £-10.0 P4 
420.0 | Test Result] #59 9 FLIP 1 
[ 10 20 30 40 50 60 [ 10 20 .30 40 50 60 
time (s) time (s) 
= 200 = 200 
= 10.0 = 10.0 
$ 00 on ie z 00 wmi 
= P4 = P4 
&.-10.0 5 -10.0 
S00 | FLIP 2 £200 FLIP 3 
o 10 20 30 40 50 60 0 10 20 .30 40 50 60 
time (s) time (s) 
0.10 940 
— 0.08 Disp. = 0] 
£006 TestResult | E 3-98 
£0.02 g 0.02 " 
3 9.00 5808 E I 
-0.04 -0:04 
o 10 20 30 40 50 60 0 10 20 30 40 50 60 
time (s) time (s) 
0.10 
006 — 0.08 
£0.06 E 0.06 
=0.04 = 0.04 
$002 — $002 PL 
20.00 Disp—| 6 0. Disp: 
a 
-0.02 -0.02 
284 í FUP] $0; FLIP3 
(o 10 20 30 40 50 60 0 10 20 30 40 50 60 
time (s) time (s) 


Fig. 15.7 Simulated results by the predictors FLIP1, FLIP2, and FLIP3 for the test UCD_A_A2_1 
(Model A) in terms of acceleration response (AH4), excess pore pressure (P4), and soil displace- 
ment (see Fig. 15.1 for the location of sensors) 


be similar among all the predictors with slight differences observed in the dissipa- 
tion period. The peak lateral displacement at the location of marker 2-3 is estimated 
to be 0.065 m, 0.067 m, and 0.126 m for FLIP1, FLIP2, and FLIP3, respectively. 
The maximum lateral displacement achieved from the centrifuge test is 0.10 m. 
Hence, the maximum lateral displacement was nearly similar among all the predic- 
tors with a slight variation at the period of occurrence. 


15.5 Conclusions 


This chapter summarizes the differences obtained in the soil system response con- 
ducted by the three different numerical predictors using the same soil constitutive 
model. The following conclusions are derived based on the study. 
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Fig. 15.8 Simulated results by the predictors FLIP1, FLIP2, and FLIP3 for the test KyU_A_B2_1 
(Model B) in terms of acceleration response (AH4), excess pore pressure (P4), and soil displace- 
ment (see Fig. 15.1 for the location of sensors) 


1. Type-B prediction 


* It was found that for Type-B prediction, simulated results could predict the 
centrifuge test results with sufficient accuracy through the strain space mul- 
tiple mechanism model. 

* From the numerical simulation results conducted by all the three predictors, a 
dilative pulse was observed in the acceleration response in the downslope 
direction similar to the centrifuge test results. 

* The rise of excess pore water pressure and its dissipation is found to be well 
simulated with the centrifuge test results. 


2. Constitutive model parametric variation 


* FLIPI, FLIP2, and FLIP3 used different soil constitutive model parameters, 
including the liquefaction and dilatancy parameters. From the simulation 
results, it is seen that the soil response obtained by all the three predictors in 
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Fig. 15.9 Simulated results by the predictors FLIP1, FLIP2, and FLIP3 for the test RPI A Bl 1 
(Model B) in terms of acceleration response (AH4), excess pore pressure (P4), and soil displace- 
ment (see Fig. 15.1 for the location of sensors) 


terms of acceleration, pore pressure, and lateral displacement was found to be 
in good agreement with the centrifuge test results for all the centrifuge facili- 
ties reported in this chapter, despite using different constitutive model 
parameters. 

* Hence, it can be said that the soil response to an earthquake loading may not 
highly depend on the variations in the constitutive model parameters and 
nearly similar results may be achieved with sufficient accuracy by the differ- 
ent numerical predictors as long as the simulated liquefaction resistance 
curves and stress-strain behavior during cyclic shear are consistent with 
each other. 


3. Effect of the different simulation scales 


* The influence of the simulation scale was also studied in the present paper 
depending on the different scales used by the numerical predictors FLIPI, 
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FLIP3 (model scale), and FLIP2 (prototype scale) while developing the 
numerical model. From the numerical analysis, it was found that the simula- 
tion results are almost similar for the model scale and the prototype scale. It 
was also concluded that the strain space multiple mechanism model used for 
this study is consistent with the generalized scaling law adopted for centri- 
fuge model tests performed in the LEAP project. 
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Chapter 16 (R) 
LEAP-ASIA-2019 Centrifuge Test choot 
Simulation at UNINA 


Gianluca Fasano, Anna Chiaradonna, and Emilio Bilotta 


Abstract This chapter describes the numerical simulations carried out at the 
University of Napoli Federico II in the framework of the LEAP-ASIA-2019 
Simulation Exercise. An advanced critical state compatible, bounding surface plas- 
ticity model for sand has been adopted and calibrated on the available cyclic labora- 
tory test data. The calibration has been finalized to catch the cyclic strength of the 
investigated sand. Centrifuge test simulations have been performed by means of the 
finite element code PLAXIS, which is a commercial code well widespread in the 
community of geotechnical practitioners. Type-C simulations highlighted the capa- 
bility of the numerical model to reasonably predict the time histories of acceleration 
and excess pore water pressure measured during the experimental tests. 


Keywords Liquefaction Experiments and Analysis Project (LEAP-ASIA-2019) - 
Numerical modelling - PM4Sand 


16.1 Introduction 


LEAP (Liquefaction Experiments and Analysis Projects) is an effort to formalize 
the process and provide data needed for validation of numerical models designed to 
predict liquefaction phenomena (Kutter et al., 2018). 

After several LEAP projects (Zeghal et al., 2015; Kutter et al., 2018; Manzari 
et al., 2019), LEAP-ASIA-2018 simulation exercise aimed to validate the general- 
ized scaling law proposed by Iai et al. (2005). To this end, this numerical simulation 
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exercise was designed to assess the capability of constitutive models and the numer- 
ical modeling techniques in: 


1. Capturing the response of saturated liquefiable soils (such as Ottawa F-65 sand) 
to cyclic shearing at different levels of confining stress, and 

2. Simulating potential effects of confining stresses on the lateral spreading of liq- 
uefiable soils caused by earthquakes. 


After a brief summary of the centrifuge tests (Sect. 16.2), this chapter describes 
the process followed in the calibration of the selected constitutive model (Sect. 
16.3), covering the essential features of the constitutive model and showing the 
model parameters. 

Section 16.4 describes the finite element analyses carried out and it is divided 
into three sub-sections. Section 16.4.1. defines the types of predictions, while Sect. 
16.4.2 reports the calibration philosophy and the assumptions used in the calibration 
process. A comparison between the predicted and experimental cyclic laboratory 
tests and liquefaction resistance curves allowed verifying the accuracy of the cali- 
bration process. The adopted constitutive model has been calibrated on the results 
of the provided cyclic torsional shear tests for a relative density, D,, equal to 50% 
and 60% under an initial effective confining stress of 100 kPa. 

Section 16.4.3 details the numerical model of the centrifuge experiments, 
describing the main features of the numerical analysis platform used in the simula- 
tion, the model geometry and discretization, the applied boundary conditions, the 
solution algorithm employed, and some assumptions used in the analyses. Finally, 
Sect. 16.5 reports the results of the type-C simulations showing the comparisons 
between predicted and simulated time histories of acceleration and excess pore 
water pressure. Conclusions are provided in Sect. 16.6 about the lessons learned 
from the experienced simulation exercise. 


16.2 Brief Summary of Centrifuge Experiments 


The models were set up in a rigid box by dry pluviation. After saturation the models 
were positioned on the shaking table in the centrifuge to apply an input motion on 
the bottom of the box. 

Centrifuge model tests were executed with reference to two different models: 


* Model A: models identical to LEAP-UCD-2017 simulation exercise (Manzari 
et al., 2019) whose response was used to confirm the trends obtained in the previ- 
ous project (Table 16.1). 

* Model B: a model similar to Model A to validate the generalized scaling law 
proposed by Iai et al. (2005). Upon constructing the model to be tested, only the 
viscosity of pore fluid and the input acceleration were scaled (Table 16.2). 
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Table 16.1 Summary of centrifuge experiments, Model A in LEAP-ASIA-2018 
Density D, | Virtual | Centrifuge, | PGA. | Avg. disp. | Shaking 
Test case (kg/m?) (90) | 1G, p n (g) (mm) direction 
IFSTTAR A |1645 62 |1 50 0.348 | 550.00 Axial 
All 
KAIST_A_ 1716.55 87 |l 40 0.287 33.93 Axial 
All 
KyUA AL 1 | 1677 73 |1 44.4 0.248 71.04 Tangential 
KyU A A2 1 | 1628 56 |1 44.4 0.118 11.10 Tangential 
NCU A AI 1 |1643 61 |1 26 0.144 | 181.51 Axial 
RPLA A11 | 1651 64 |1 23 0.143 99.56 Axial 
UCD A A1 1 | 1713.3 86 | 43.75 0.178 30.56 Tangential 
UCD A A2 1 | 1658.1 67 |1 43.75 0.134 77.50 Tangential 
ZJUA ALI | 1624.6 54 |I 30 0.272 |390.00 Axial 
Table 16.2 Summary of centrifuge experiments, Model B in LEAP-ASIA-2018 
Density D, Virtual | Centrifuge, | PGA. | Avg. disp. | Shaking 
Test case (kg/m?) (90) | IG, u n (g) (mm) direction 
CU_A_B1_1 1606 47 0.5 80 - Tangential 
Ehime_A_B1_1 | 1650.8 64 |2 20 0.158 56.57 Axial 
IFSTTAR A |1645 62 |2 25 0.405 | 777.82 Axial 
Bl 
KAIST A. 1720.6 88 |15 26.7 0.317 30.58 Axial 
Bl! 
KyU A BI 1 | 1673 T% |2 22.2 0.252 | 153.84 Tangential 
KyU_A_B1_2 |1669 71 |4 11.1 0.248 =| 115.44 Tangential 
KyU_A_B2_1 | 1633 58 | 2 22.2 0.126 34.54 Tangential 
NCU_A_BI_1 | 1626 55 |2 13 0.131 87.18 Axial 
RPLA B11 |1644 62 0.5 46 0.151 | 303.27 Axial 
UCD A BI 1 | 1711.7 85^ [2 21.9 0.140 —2.23 Tangential 
ZJUA BI]! | 1632.7 57. |2 15 0.271 | 678.82 Axial 


The orientation of the shaking table in the geotechnical centrifuge leads to two 
different models: the shaking direction of can be parallel to the rotation axis of the 
centrifuge beam or orthogonal to the rotation axis (see shaking direction in Tables 


16.1 and 16.2). 


The consequence of the two different model orientations is a different shape of 
the ground surface and water table (Fig. 16.1), due to the distribution of radial 


acceleration. 


The experimental tests reported in bold in Table 16.1 and 16.2 were simulated at 
the University of Napoli Federico II and, for sake of brevity, only the simulations of 
Model B types will be discussed in this chapter. 


354 G. Fasano et al. 


>9mxL* 
WATER TABLE TO m ue di 
COVER THE SAND 
q RIGID CONTAINER DURING SPINNING q [^ AV2 
Zref 
p xL* | 35mxL* APPROX. CIRCULAR SHAPE SO THAT 
SOIL SURFACE HAS CONSTANT RADIUS| 
| A ON EACH CROSS SECTION 
| Zref| 
T t 5mxL, 
4 AH 
. AHT 7 ups 
i H/2 P6 L AH4 P6 AH4, AH6, AH10 
t Ec ANS [P4 b AHTO P4, P5, P8® 
E EE: ri AH3 H/2 P8 AH3, AH5, AH9 
R AH5 = P3 ES AH9 P3, P7 ® A aa H 
$ - H AH2 m , 
E " Hc4mxL* — P2 HE pio we S AHT | 
b Hi P1 Xref a Tel Pig P9, P10 
BR— emt — Bi 
AMIT, A AHTI AH12 
Arg Hami —— SECTION A-A ( ) 
a 
APPROX. LOG SPIRAL ] 7 
SHAPE SO THAT WATER TABLE TO jæ >9mxL* - 
" NN DURING SPINNING — 
AN ANGLE Zref AV1, AV2 
35mxL* OF 5* FROM 35mxL* 
THE NORMAL 
a TO THE G-FIELD pne 
Zref 
15mxL*I 
C 
~ RIGID + i 
= CONTAINER |o 
> AH7 pp AHT 
H/2 € P6 RP = n 
E- AH6 Ly AH4 L AH10 P6 3 AH4, AH6, AH10 
L—R P5 I— P4 H/2| ^ GP8 P4, P5, PBB 
AHS Hi AH3 E-3b AH9 X AH3, AH5, AH9 
= P3 =$ P7 P3, P7 6 H 
H=4mxL*H AH2 AH8 Bd AH2, AHB 
E P2 
Po b F pi^! Xref P10 Yef — pi gá P10 | 
E» ee 8mxL* —— >) 
AH11, A AHTT AHT2 
AH12 20mxL SECTION A-A (b) 


Fig. 16.1 Schematic for LEAP-ASIA-2018 centrifuge model tests: (a) Sectional drawing for 
shaking parallel to the axis of the centrifuge; (b) Sectional drawing for shaking in the plane of 
spinning of the centrifuge 


16.3 Constitutive Model of Soils 


The constitutive model used in the simulation exercise is the PM4Sand model 
(Boulanger & Ziotopoulou, 2015). The PM4Sand (version 3.1) model follows the 
basic framework of the stress-ratio controlled, critical state compatible, bounding 
surface plasticity model for sands presented by Dafalias and Manzari (2004), who 
extended the previous work by Manzari and Dafalias (1997) by adding a fabric- 
dilatancy related tensor quantity to account for the effect of fabric changes during 
loading. The fabric-dilatancy related tensor was used to macroscopically model the 
effect that microscopically observed changes in sand fabric during plastic dilation 
have on the contractive response upon reversal of loading direction. The modifica- 
tions were developed and implemented to improve the ability of the model to match 
existing engineering design relationships currently used to estimate liquefaction- 
induced ground deformations during earthquakes. These modifications are described 
in the manuals (version 1 in Boulanger, 2010, version 2 in Boulanger & Ziotopoulou, 
2012, and version 3 in Boulanger & Ziotopoulou, 2015) and in the associated pub- 
lications, as listed in the mentioned manuals. 
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Fig. 16.2 Relative state parameter index and critical state line in the plane Dg: p/p 


The model is written in terms of effective stresses, with the conventional prime 
symbol dropped from the stress terms for convenience because all stresses are effec- 
tive for the model. The stresses are represented by the tensor o, the principal effec- 
tive stresses are 0), o», and os, the mean effective stress is p, the deviatoric stress 
tensor is s, and the deviatoric stress ratio tensor is r. The current implementation 
was further simplified by casting the various equations and relationships in terms of 
the in-plane stresses only. This limits the implementation to plane-strain (2D) appli- 
cations, having the further advantage in its simplified implementation to improve 
the computational speed. 

This constitutive model follows the critical state theory and uses the relative state 
parameter index (ér) as defined by Boulanger (2010) and shown in Fig. 16.2. This 
relative parameter is defined by an empirical relationship for the critical state line: 


ér = VD, (16.1) 


D, = 2: (16.2) 


R,cs 
Q- 100 3 
Pa 


where Dg., is the relative density at critical state for the current mean effective 
stress, instead, Q and R are two parameters that define the shape of critical curve. 

Bounding, dilatancy, and critical surfaces are incorporated in PM4Sand follow- 
ing the form of Dafalias and Manzari (2004), respectively: 
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M’ = M-exp(-n"&,) (16.3) 
M’ = M -exp(n°é, ) (16.4) 
M= 2-sin(¢,, ) (16.5) 


where ri? and n? are model parameters and @,, is critical state friction angle. 

As the soil is sheared toward critical state (Eg = 0), the values of M, and M, will 
both approach the value of M. Thus, the bounding and dilatancy surfaces move 
together during shearing until they coincide with the critical state surface when the 
soil has reached critical state. 

A large portion of the post-liquefaction reconsolidation strains are due to the 
sedimentation effects which are not easily incorporated into either the elastic or 
plastic components of behavior. For this reason, in the PM4Sand, a post-shaking 
function was implemented. In a strongly pragmatic way, this function reduces volu- 
metric and shear moduli, thus increasing reconsolidation strains to somehow simu- 
late the sedimentation ones (not included in the model). 

The post-shaking elastic moduli are determined by multiplying the conventional 
elastic moduli by a reduction factor Fea as, 


Gost shaking = Fa ý G (16.6) 


Kost shaking — Fig K (16.7) 

For more information on the F&a it is possible refer to Boulanger and 
Ziotopoulou (2015). 

The model requires 27 input parameters, 3 of these are considered primary 
parameters while all the other parameters are suggested to be left with their default 
values. Table 16.3 reports the most important input parameters of the PM4Sand 
model, which were defined in the calibration process. 


Table 16.3 Input parameters of the PM4Sand model 


D, Initial relative density 

Go Shear modulus coefficient 
hyo Contraction rate parameter 
Da Atmospheric pressure 

(ae Maximum void ratio 

Ein Minimum void ratio 

Ny Bounding surface parameter 
Ng Dilatancy surface parameter 
fev Critical state friction angle 
v Poisson’s ratio 

Q Critical state line parameter 
R Critical state line parameter 
Post-shake Post-shaking stiffness parameter 
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16.4 Finite Element Analyses 


Numerical analyses carried out with the abovementioned constitutive model are 
presented in this section, starting from the description of the calibration process, 
geometry definition, and boundary conditions of the model. 


16.4.1 Definition of Type A, B, and C Predictions 


Numerical predictions could be of different classes: “Class A" are true predictions 
of an event made prior to the event, “Class B" are predictions made during the event, 
and “Class C" are predictions made after the event (Lambe, 1973). 

In this chapter, only Class C predictions are reported with reference to both sim- 
ulations of cyclic laboratory tests and centrifuge experiments. 


16.4.2 Determination of Model Parameters 


The model parameters obtained from the calibration process are listed in Table 16.4, 
which also include some parameters kept at their default value. 

The model parameters are obtained by using the results of the provided cyclic 
torsional shear tests, as described in the following about the calibration procedure. 
The simulated liquefaction resistance curves for yp, = 7.5% (i.e., the number of 


Table 16.4 Parameters of the PM4Sand model based on the cyclic torsional test data 


Initial relative density 
Model parameters D, = 5096 D, = 60% 
D, 0.5 0.6 
Go 630 730 
hyo 0.08 0.05 
Da 101.3 
Emax 0.78 
Emin 0.51 
Ny 0.5 
Ng 0.3 0.1 
Pov 32 
v 0.3 
Q 10 
R 1 
Post-shake 0 
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cycles required to reach a 7.5% double amplitude shear strain) are compared with 
the laboratory test results in Fig. 16.10a, b for D, = 50% and 60%, respectively. The 
following trends are observed from the curves: 

The approach used in the calibration of the constitutive model parameters is 
hereafter explained. 

The PM4Sand constitutive model is calibrated on the results of laboratory ele- 
ment tests. PM4Sand has 27 input parameters (6 primary and 21 secondary) but 
only 3 of them are required as independent inputs: the initial relative density (D,), 
the shear modulus coefficient used to define the small strain shear modulus (Go), 
and the contraction rate parameter used for the calibration of the undrained shear 
strength (o). Basically, these three parameters were calibrated against the experi- 
mental data. The initial relative density has been set equal the value of relative 
density used in the cyclic torsional tests, D, = 0.5 and 0.6. 

The value of the shear modulus coefficient Gọ was determined as a function of 
the relative density using the follow relationship: 


G, -167-446- D? +2.5 (16.8) 


The parameter h,o scales the plastic contraction rate and is the primary parameter 
for the calibration of undrained cyclic strength. It is calibrated using an iterative 
process, in which undrained single-element simulations are conducted to match 
with the experimental liquefaction triggering curve by keeping the other parame- 
ters fixed. 

With reference to the secondary parameters of the model, some with a clear 
physical meaning have been defined on the available experimental data, while the 
others have been left with their default values. 

Shear strength parameters are computed from the monotonic triaxial test data, 
available on the NEES Hub (https://www.re3data.org/repository/r3d100010105). 

Drained triaxial compression tests, carried out by Vasko (2015) on loose and 
dense specimens, were used to define the critical state line in the plane q: p’ and the 
constant volume friction angle, $.. As well known, the evaluation of critical state 
conditions in triaxial tests is a very complex issue, being such a test intrinsically 
affected by a number of experimental limitations (localization, bulging, shear 
stresses on the rough porous stones, difference between local and external displace- 
ments, etc.). One of the best ways to evaluate the final state is therefore the one that 
analyses dilatancy trend at the end of the tests. Based on all the elaborations of the 
available experimental data, the best fit of this parameter is the following: 


$. = 32° (16.9) 


Minimum and maximum void ratios, @max and emin, have been defined as mean 
values of the experimental measurements carried out in the LEAP-UCD-2017 
Simulation Exercise (Manzari et al., 2019). 

To sum up, the model parameters for static loading conditions were defined on 
the physical properties and tests results provided for the considered sand. 
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Fig. 16.3 Liquefaction strength curves obtained from experimental and simulated cyclic torsional 
tests on Ottawa F65 Sand 


Table 16.5 Predicted liquefaction strength curves from cyclic torsional test 


D, (96) CSR No. of cycles to 95% r, 
50 0.099 74 

50 0.127 25.5 

50 0.149 11.6 

50 0.191 5 

60 0.117 65.5 

60 0.125 51.5 

60 0.144 27.5 

60 0.174 13 

60 0.199 LS 


Conversely, the model parameters for cyclic loading conditions were defined 
using experimental data of cyclic torsional tests (D, = 50% and 60%). 

The material parameters used to perform the simulations of the laboratory tests 
are those reported in Table 16.4 for each relative density. Every cyclic test is simu- 
lated imposing the prescribed CSR and computing the number of cycles, N, to 
induce liquefaction. Liquefaction condition has been defined according to the stress- 
based approach, ie. ra = 95%, where r, is the excess pore pressure ratio 
(r, =Au/o,,. ratio between the excess pore water pressure increment induced by 
cyclic loading and the initial effective confining pressure applied during the 
test, ono). 

The liquefaction strength curves, obtained from the simulated cyclic torsional 
tests, are hereafter plotted and compared with the experimental results (Fig. 16.3). 
Table 16.3 reports the numerical values of the simulation results, i.e., the cyclic 
stress ratio, CSR, versus the number of cycles until excess pore pressure ratio, 
r, = Au | © , achieved 95% for each simulated test. 

It can be observed how the adopted calibration provides a good prediction of the 
experimental cyclic resistance curve for high/medium values of the cyclic resistance 
ratio (CRR), while underestimation of the experimental cyclic strength is observed 
for low values of CRR (Table 16.5). 
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Fig. 16.4 Torsional tests D, = 50%. CSR = 0.127; Number of cycles until r, = 95% is achieved 
=25.5. (a) Shear stress-strain cycles, (b) stress path, (c) shear stress, (d) shear strain, (e) excess 
pore water pressure, and (f) excess pore pressure ratio as function of the number of cycles 


Figures 16.4 and 16.5 compare the model performance on the prediction of the 
soil volume element response as obtained by cyclic torsional shear tests, for two 
different values of CSR and relative density. In both cases, the calibrated constitu- 
tive model is able to correctly simulate the shear stress-strain cycles and also the 
time histories of shear stress, strain, and excess pore water pressure. 


16.4.3 Initial and Boundary Conditions and Input Motions 


The simulations are carried out by using PLAXIS (Brinkgreve et al., 2016) as the 
analysis platform. PLAXIS is a2D commercial Finite Element Method (FEM) code 
that includes several constitutive models. Among them, the PM4Sand model 
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Fig. 16.5 Torsional tests D, = 60%. CSR = 0.174; Number of cycles until r, = 95% is achieved 
=13. (a) Shear stress-strain cycles, (b) stress path, (c) shear stress, (d) shear strain, (e) excess pore 
water pressure, and (f) excess pore pressure ratio as function of the number of cycles 


(Boulanger & Ziotopoulou, 2015) has been adopted as constitutive model in the 
simulation exercise. 

The main reason to use PLAXIS rather than other platforms where such a consti- 
tutive model is implemented is that this numerical code, although not specifically 
oriented to solve boundary value problems in earthquake geotechnical engineering, 
is quite well widespread in the community of geotechnical practitioners (Fasano 
et al., 2019b). Hence, it was for this team interesting to check the possible benefit of 
a rigorous validation of numerical simulation procedures implemented in PLAXIS 
through experimental data, in order to apply those procedures to a boundary value 
problem involving soil liquefaction. 

Figure 16.6 shows the mesh density and the boundary conditions. The mesh con- 
sists of 443 15-noded triangular elements. The nodes located at the base are con- 
strained in y direction while an acceleration time history in direction x is applied on 
the base and lateral boundaries. The nodes on the ground surface allow full drainage 
from the base to the top of the scheme. 
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Fig. 16.6 Finite element model with applied boundary conditions 


Table 16.6 Parameters of the constitutive model 


Parameters 


Test 
model D, (Go (hpo (Ppa Emax |Cmin b [Ra Pev n Q R PostShake 


UCD 0.6 |730 [0.05 |101.30 (0.78 |0.51 (0.50 |0.10 [32.00 [0.30 |10.00 |1.00 (0.00 
A_A2_1 


RPI 0.61 1740 
A_AL1 
KyU 10.56 |690 
A A2 1 
KyU (058 708 
A B21 
RPI 0.62 |750 
ABI 


The Newmark time integration scheme is used in the simulations where the time 
step is constant and equal to the critical time step during the whole analysis. The 
proper critical time step for dynamic analyses is estimated in order to accurately 
model wave propagation and reduce error due to integration of time history 
functions. 

A full Rayleigh damping formulation has been considered in the simulation and 
the coefficient aray and Peay are equal to 0.02513 and 6.366* 107, respectively. 

The soil properties are not changed during the simulations. 

Table 16.6 shows the list of model parameters used in the five simulations (A and 
B models). The model parameters are the same obtained from the calibration, some 
of them are just updated to take into account for the different relative density used 
in the experiments. 


16.5 Results of Type-C Simulations 


Numerical analyses carried out with the abovementioned constitutive model are 
presented in this section, starting from the description of the calibration process, 
geometry definition, and boundary conditions of the model. 
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The results of the Type-C simulations for model B are here reported (RPI_A_ 
B1. 1 and KyU_A_B2_1), while all simulation results can be found in Fasano et al. 
(20192). 

Figures 16.7 and 16.8 report the comparison between recorded and simulated 
time histories of acceleration and excess pore water pressure for the centrifuge test 
RPI A BI I. 

The comparison shows that the amplitude of the simulated time histories is quite 
similar to the experimental one in centrifuge test, except for some spikes recorded 
by the sensors located in the center of the box (Fig. 16.7). 

A reasonable prediction of pore water pressure is also provided by the numerical 
simulation, even though some underestimation is related to the deepest sensors from 
the surface of the box (Fig. 16.8). 
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Fig. 16.7 Acceleration time histories for RPI A BI 1 (centrifuge results in black lines and 
numerical results in grey lines) 
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Fig. 16.8 Excess pore pressure time histories for RPI A BI 1 (centrifuge results in black lines 
and numerical results in grey lines) 


Figures 16.9 and 16.10 report the comparison between recorded and simulated 
time histories of acceleration and excess pore water pressure for the centrifuge test 
KYU A B2 l1. 

The amplitude of the simulated time histories catches the experimental one better 
than the previous test, even though a probable inversion of the sign of the measured 
accelerations (Fig. 16.9). 

With reference to the pore water pressure, an underestimation of the maximum 
values is provided by the numerical simulation, while the general trend is adequately 
reproduced (Fig. 16.10). 


16.6 Conclusions 


The numerical simulations carried out at the University of Napoli Federico II in the 
framework of the LEAP-ASIA-2018 Simulation Exercise were described in the 
paper. A bounding surface plasticity model for sand was calibrated on the results of 


16 LEAP-ASIA-2019 Centrifuge Test Simulation at UNINA 


AV1 


a (g) 


—Q 


AH4 


a (g) 


n 


n ML 
NI ik lij UA) 


p 
js Wr 


365 


AV2 


AH6 


AH3 


AH9 


* Li 


ALI 


a (g) 


M TR AMI 


ym 


l lli 


Messe 


Lil 


T 


n 


F e prp 


TM 


H5 


AH2 


+ 


AH8 


a (g) 


TITAN 


Am 


AH1 


a (g) 


Vien 
^ " 


t " 


Fig. 16.9 Acceleration time histories for KYU A B2 1 (centrifuge results in black lines and 
numerical results in grey lines) 


cyclic torsional shear tests. The calibration correctly reproduced the cyclic strength 
of the tested sand and the pre-failure behavior observed in terms of shear stress- 
strain cycles, even though the limitations related to the adoption of plane-strain 
conditions in the numerical model. Centrifuge test simulations have been performed 
by means of a finite element code, PLAXIS, largely adopted in the community of 
geotechnical practitioners. Type-C simulations highlighted the capability of the 
numerical model to reasonably predict the time histories of acceleration and excess 
pore water pressure measured during the experimental tests. 
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Chapter 17 A 
LEAP-ASIA-2019 Centrifuge Test xs 
Simulations of Liquefiable Sloping Ground 


Zhijian Qiu and Ahmed Elgamal 


Abstract Numerical simulations of a liquefiable sloping ground for LEAP- 
ASIA-2019 centrifuge tests are presented. The simulations are performed using a 
pressure-dependent constitutive model implemented with the characteristics of 
dilatancy, cyclic mobility, and associated shear deformation. The soil model param- 
eters are determined based on a series of stress-controlled cyclic torsional shear 
tests of Ottawa F-65 sand with relative density D, = 60% during calibration phase. 
Computational framework for the seismic response analysis is discussed and the 
computed results are presented for all selected centrifuge experiments during 
Type-C phase. Measured time histories of these experiments are reasonably cap- 
tured. It is demonstrated that the pressure-dependent constitutive model as well as 
the overall employed computational framework has the potential to predict the 
response of the liquefiable sloping ground, and subsequently realistically evaluates 
the performance of an equivalent soil system subjected to seismically induced 
liquefaction. 
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17.1 Introduction 


LEAP (Liquefaction Experiments and Analysis Projects) is an effort to facilitate 
validation and verification of numerical procedures for liquefaction-induced lateral 
spreading analysis of a liquefiable sloping ground (Kutter et al., 2015, 2018, 2020). 
As part of the ongoing LEAP, a new set of centrifuge tests have been performed in 
LEAP-ASIA-2019 (Ueda, 2018) to simulate the liquefaction induced lateral spread- 
ing phenomenon in a fully saturated sloping ground. 

On this basis, the numerical simulation results of these new data during Type-C 
phase are presented. All the finite element (FE) simulations are performed using a 
pressure-dependent constitutive model (Parra, 1996; Yang, 2000; Yang & Elgamal, 
2002; Elgamal et al., 2003; Yang et al., 2003; Khosravifar et al., 2018; Qiu & 
Elgamal, 2020a, b) implemented with the characteristics of dilatancy, cyclic mobil- 
ity, and associated shear deformation. The soil parameters are determined based on 
a series of stress-controlled cyclic torsional shear tests provided in the calibration 
phase for matching the liquefaction strength curve of Ottawa F-65 sand with relative 
density D, = 60%. To better capture the overall dynamic response of each selected 
centrifuge test during Type-C phase, two contraction parameters c, and c; control- 
ling the rate of pore pressure build-up were adjusted based on observations from 
selected centrifuge test results. 

The following sections of this chapter outline (1) computational framework, (2) 
specifics and calibration processes, (3) details of the employed FE modeling tech- 
niques, and (4) computed results of the selected centrifuge tests. Finally, a number 
of conclusions are presented and discussed. 


17.2 Brief Summary of the Centrifuge Tests 


A schematic representation of the centrifuge tests (El Ghoraiby et al., 2020) is 
shown in Fig. 17.1. The soil specimen is a sloping layer of Ottawa F-65 sand with 
5° slope (target relative density D, = 60%). The soil layer has a length of 20 m (in 
prototype scale) and a height of 4 m (in prototype scale) at the center. The specimen 
is built in a container with rigid walls. All centrifuge models were subjected to a 
target motion of ramped, | Hz sine wave base motion with amplitude 0.15g. 
Figure 17.2 shows the achieved base input motions for all selected centrifuge exper- 
iments with various relative densities in LEAP-ASIA-2019 (Ueda, 2018). 


17.3 Constitutive Model of Soils 


A two-dimensional FE mesh (Fig. 17.3) is created to represent the centrifuge test 
model, comprising 4961 nodes and 4800 quadrilateral elements (maximum 
size — 0.2 m). All numerical simulations for the selected centrifuge tests during 
Type-C phase are performed using the computational platform OpenSees. The Open 
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Fig. 17.1 Schematic representation of the LEAP-ASIA-2019 centrifuge test layout 
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Fig. 17.3 Finite element mesh (maximum size = 0.2 m) 
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System for Earthquake Engineering Simulation (OpenSees, McKenna et al., 2010, 
http://opensees.berkeley.edu) developed by the Pacific Earthquake Engineering 
Research (PEER) Center is an open source, object-oriented finite element platform. 
Currently, OpenSees is widely used for simulation of structural and geotechnical 
systems (Yang, 2000; Yang & Elgamal, 2002) under static and seismic loading. 

Quadrilateral Four-node plane-strain elements with two-phase material follow- 
ing the u-p (Chan, 1988) formulation were employed for simulating saturated soil 
response, where u is the displacement of the soil skeleton and p is the pore water 
pressure. Implementation of the u-p element is based on the following assumptions: 
(1) small deformation and rotation; (2) solid and fluid density remain constant in 
time and space; (3) porosity is locally homogeneous and constant with time; (4) soil 
grains are incompressible; (5) solid and fluid phases are accelerated equally. Hence, 
the soil layers represented by effective stress fully coupled u-p elements (quadUP in 
OpenSees) are capable of accounting for soil deformations and the associated 
changes in pore water pressure. 


17.3.1 Soil Constitutive Model 


The soil is simulated by the implemented OpenSees material 
PressureDependMultiYield03 (Parra, 1996; Yang, 2000; Yang & Elgamal, 2002; 
Elgamal et al., 2003; Yang et al., 2003; Khosravifar et al., 2018); In this employed soil 
constitutive model (Fig. 17.4), the shear-strain backbone curve was represented by 


Yield Domain (YD) 


3g A ¢ 
hie. 


Fig. 17.4 PressureDependMultiYield03 model response and configuration of yield domain in 
deviatoric strain space. (After Yang & Elgamal, 2002; Elgamal et al., 2003; Yang et al., 2003) 
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the hyperbolic relationship with the shear strength based on simple shear (reached at 
an octahedral shear strain of 10%). The low-strain shear modulus under a reference 
effective confining pressure p, is computed using the equation G = G, ( pl p.) ; 
where p' is effective confining pressure and Gy is shear modulus at pressure p,. The 
dependency of shear modulus on confining pressure is taken as n = 0.5. The critical 
state frictional constant M, (at failure surface) is related to the friction angle $ (Chen 
& Mizuno, 1990) and defined as M; = 6sin#/(3-sin@). As such, brief descriptions of 
this soil constitutive model are included below. 


17.3.1.1 Yield Function 


The yield function is defined as a conical surface in principal stress space: 


3 2 ' Avi 
f «x(s- Gr * m)a)(s-(' * 0)a)- M (pp =0 (17.1) 


where, s =o’ — pô, is the deviatoric stress tensor, ø is the effective Cauchy stress 
tensor, 6 is the second-order identity tensor, p is mean effective stress, p, is a small 
positive constant (0.3 kPa in this chapter) such that the yield surface size remains 
finite at p = 0 for numerical convenience and to avoid ambiguity in defining the 
yield surface normal to the yield surface apex, a is a second-order deviatoric tensor 
defining the yield surface center in deviatoric stress subspace, M defines the yield 
surface size, and “:” denotes doubly contracted tensor product. 


17.3.1.2  Contractive Phase 


Shear-induced contraction occurs inside the phase transformation (PT) surface 
(1 € npr), as well as outside (7 > npr) when 7 « 0 , where, y is the deviatoric stress 


ratio defined as B sis/ ( pit p.) and ypr is the deviatoric stress ratio at phase 
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transformation surface (Fig. 17.4). The contraction flow rule is defined as: 


2 
" nis m 
pr =| |-~_-— ater) 
jn.) 6 *079 


is 


z) (enw y 


a 


(17.2) 


[lon -o4) * (o; -o4) * (o1 -ey) |/2+t% +73; +T 


(p'* pi) 


Ny = 


where ci, C2, C3, c4, and cs are non-negative calibration constants, y. is octahedral 
shear strain accumulated during previous dilation phases, p, is atmospheric pressure 
for normalization purpose, and s is the deviatoric stress rate. In Eq. 17.2, 77, is the 
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shear stress ratio on load reversal point during cyclic loading, essentially represent- 
ing the effect of previous shear stress on the subsequent contractive behavior. The 
n and $ tensors are used to account for general 3D loading scenarios, where, ñ is 
the outer normal to a surface. The parameter c; is used to represent the dependence 
of pore pressure buildup on initial confinement (1.e., ko effect). 


17.3.1.3 Dilative Phase 


Dilation appears only due to shear loading outside the PT surface (7 > npr with 
7] » 0), and is defined as: 


E 2 mE 
prof a | (E (17.3) 


NIE p. 


where dı, d}, and d, are non-negative calibration constants, and y, is the octahedral 
shear strain accumulated from the beginning of a particular dilation cycle (such as, 
stage 1-2 or 5-6 in Fig. 17.4) as long as there is no significant load reversal. 
Subsequently, dilation rate increases as the shear strain accumulates in a particular 
cycle. Furthermore, a significant unloading (such as stage 6-8 in Fig. 17.4) will 
reset y, to zero. Parameter d; in Eq. 17.3 reflects the dependence of pore pressure 
buildup on initial confinement (i.e., ko effect). 


17.3.1.4 Neutral Phase 


When the stress state approaches the PT surface (7 = npr) from below, a significant 
amount of permanent shear strain may accumulate prior to dilation, with minimal 
changes in shear stress and confinement (implying P' = 0). For simplicity, P” = 0 is 
maintained during this highly yielded phase until a boundary defined in deviatoric 
strain space is reached, and then dilation begins. This yield domain will enlarge or 
translate depending on load history. In deviatoric strain space, the yield domain 
(Fig. 17.4) is a circle with the radius y defined as (Yang et al., 2003): 
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where, y, (non-negative) is used tp define the accumulated permanent shear strain y, 

as a function of dilation history Í dy, and allow for continuing enlargement of the 
' " E t S * H . 

domain, p,,,, is maximum mean effective confinement experienced during cyclic 


loading, p, is mean effective confinement at the beginning of current neutral phase, 
and ( ) denotes MacCauley’s brackets (i.e., (a) = max (a, 0)). The yz (non-negative) 
parameter is mainly used to define the biased accumulation of permanent shear 
strain y,, as a function of load reversal history and allows for translation of the yield 
domain during cyclic loading. In Eq. 17.4, oct(e — e,) denotes the octahedral shear 
strain of tensor e — ep, where e is current deviatoric shear strain, and e, is pivot strain 
obtained from previous dilation on load reversal point. 


17.3.2 Boundary and Loading Conditions 


The boundary and loading conditions for dynamic analysis of the liquefiable slop- 
ing ground (Fig. 17.3) under a base input motion are implemented in a staged fash- 
ion as follows: 


1. Gravity was applied to activate the initial static state with the following: (i) linear 
elastic properties (Poisson's ratio of 0.47 to lower the initial locked shear stress), 
(ii) nodes on both side boundaries (vertical faces) of the FE model were fixed 
against longitudinal translation for complicity, (iii) nodes were fixed along the 
base against vertical translation only to avoid superfluous unrealistic initial 
locked shear stress at the model base, (iv) water table was specified with related 
water pressure and nodal forces specified along ground surface nodes, and flow 
of water was restricted to across the container boundaries. 

2. Nodes were fixed along the base against longitudinal translation. 

3. Soil properties were switched from elastic to plastic and the internal variables of 
the constitutive model were adjusted to this stress state (Fig. 17.5 before shaking). 

4. Dynamic analysis is conducted by applying an acceleration time history to the 
base of the FE model. 


The FE matrix equation is integrated in time using a single-step predictor multi- 
corrector scheme of the Newmark type with integration parameters y — 0.6 and 
p = 0.3025 presented in early studies (Chan, 1988; Parra, 1996). The equation is 
solved using the modified Newton-Raphson method, i.e., Krylov subspace accelera- 
tion (Carlson & Miller, 1998) for each time step. For the convergence criterion, a 
test of energy increment is used with 107 and maximum number of iterations of 50. 
Furthermore, the constraints are imposed using Transformation method in OpenSees. 
Finally, a relatively low-level of initial stiffness proportional damping (coeffi- 
cient = 0.003 leading to 1% damping ratio at frequency = 1 Hz) with the main 
damping emanating from the soil nonlinear shear stress-strain hysteresis response 
(Parra, 1996) was used to enhance numerical stability of the liquefiable slop- 
ing system. 
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Fig. 17.5 Initial state of soil due to gravity (before shaking): (a) Pore water pressure; (b) Vertical 
effective stress Ory ; (c) Horizontal effective stress o, 


17.4 Determination of Soil Model Parameters 


To predict dynamic response of centrifuge tests in LEAP-ASIA-2019, the employed 
soil constitutive model parameters are calibrated for matching the liquefaction 
strength curve of the Ottawa F-65 sand with relative density D, = 60%, which will 
be further used in Type-C simulations. For that purpose, a total of four undrained 
stress-controlled cyclic torsional shear tests for Ottawa F-65 sand are performed and 
the laboratory results are provided in calibration phase (Ueda, 2018). The 


17 LEAP-ASIA-2019 Centrifuge Test Simulations of Liquefiable Sloping Ground 377 


Table 17.1 Sand model parameters in calibration phase and Type-C simulations 


Model parameters LEAP-ASIA-2019 
Relative density 60% 

. p. 101 
Reference mean effective pressure, “' (kPa) 
Mass density p (t/m?) 2.0 
Maximum shear strain at reference pressure, ys, 0.1 
Shear modulus at reference pressure, Go (MPa) 23 

4 0.5 

Stiffness dependence coefficient d, G = Go P 
Poisson’s ratio v (for dynamics) 0.4 
Shear strength at zero confinement, c (kPa) 0.3 
Friction angle, $ 30° 
Phase transformation angle, hpr 20° 
Contraction coefficient, c, 0.015 
Contraction coefficient, c; 3.0 
Contraction coefficient, c3 0.15 
Contraction coefficient, c, 7.0/0.67/0.2° 
Contraction coefficient, cs 4.0/1.0°/0.1° 
Dilation coefficient, d, 0.06 
Dilation coefficient, d; 3.0 
Dilation coefficient, d; 0.2 
Damage parameter, y; 0.6 
Damage parameter, y; 0.0 
Permeability (m/s) 1.1 x 107* 
Number of yield surfaces 20 


“Adjusted for RPI-A-A1-1, RPI-A-B1-1, UCD-A-AI-1 and UCD-A-A2-1 centrifuge tests 
‘Adjusted for KyU-A-A1-1, KyU-A-A2-1, KyU-A-B1-1 and KyU-A-B2-1 centrifuge tests 


permeability of the Ottawa F-65 sand is about 1.1 x 107^ m/s determined from El 
Ghoraiby et al., 2020. On this basis, the calibrated soil model parameters are listed 
in Table 17.1. 

Figure 17.6 shows the comparison results of computed and experimental lique- 
faction strength curves. The data plotted in Fig. 17.6 is composed of the number of 
cycles until a 7.5% double amplitude (i.e., 3.75% single amplitude) of strain is 
achieved versus the applied cyclic stress ratio. It can be seen that the computed 
results are in good agreement with the laboratory data. An example of undrained 
stress-controlled torsional shear test with CSR = 0.2 is illustrated in Fig. 17.6b-e. 
The computed results reasonably match the stress path and shear stress-strain 
response of laboratory test results (Ueda, 2018). 
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Fig. 17.6 Torsional shear tests: (a) Liquefaction strength curve; (b)-(e) Undrained stress- 
controlled cyclic soil response with CSR = 0.2. (Qiu & Elgamal, 2020a, b) 


17.5 Computed Results of Type-C Simulations 


This section presents the simulation results of selected eight centrifuge tests during 
Type-C phase. The achieved base input motions of selected centrifuge tests with 
different relative densities at various facilities are displayed in Fig. 17.2. The mate- 
rial parameters (Table 17.1) are calibrated primarily for matching the liquefaction 
strength curve of Ottawa F-65 sand with D, = 60% in calibration phase. To better 
capture the overall dynamic response of centrifuge tests of RPI-A-AI-1, RPI- 
A-B1-1, UCD-A-A1-1 and UCD-A-A2-1, the contraction parameters c4, = 7.0 and 
cs = 4.0 in Table 17.1 are adjusted to 0.6 and 0.1, respectively. The experimental 
results of RPI-A-A 1-1 (D, = 64%) are selected as the calibration basis for adjusting 
the material parameters c, and cs. As such, the numerical simulations of RPI- 
A-B1-1, UCD-A-A1-1 and UCD-A-A2-1 are performed based on the material 
properties from calibration phase (Table 17.1) with the adjusted parameters c4 and 
cs; obtained from the calibration of RPI-A-A1-1. 

As observed from the four centrifuge test results of KyU, the pore pressure trans- 
ducers are not providing consistent results with those from RPI and UCD. As such, 
contraction parameters c, and cs are further adjusted to 0.2 and 0.1, respectively, to 
better capture the much slower pore pressure build-up rate in these centrifuge tests 
of KyU. In the following results, numerical simulations of four KyU centrifuge tests 
are performed based on the material properties from calibration phase (Table 17.1) 
with the newly adjusted parameters c, and cs. 
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Fig. 17.7 Measured and computed acceleration time histories 
17.5.1 Acceleration 


Figure 17.7 depicts the computed and experimental acceleration time histories at 
locations AH1-AH4 (Fig. 17.1). It can be seen that the computed accelerations rea- 
sonably match those from the measurements in RPI-A-A1-1, UCD-A-A2-1, KyU- 
A-A21, and KyU-A-B2-1 (Fig. 17.7). Both the computed results and measurements 
showed a consistent trend of acceleration spikes due to dilation. However, there are 
significant differences in the rest of simulations compared to the experimental data. 
As seen in this Fig. 17.7, the accelerations spikes are overpredicted by RPI-A-B 1-1, 
UCD-A-AI-1, and are underpredicted by KyU-A-A1-1, KyU-A-BI-1, mainly due 
to the different relative densities at various facilities. 


17.5.2 Excess Pore Pressure Ratio 


Figure 17.8 illustrates the time histories of excess pore pressure ratio r,. It can be 
seen that the computed excess pore pressure r, reasonably matches with those from 
the centrifuge tests of RPI-A-A1-1, RPI-A-B1-1, and UCD-A-A2-1. However, in 
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Fig. 17.8 Measured and computed time histories of excess pore pressure ratio 


calibration of UCD-A-A1-1, the computed results showed a relatively faster pore 
pressure build-up compared to the measurements. 

In four tests of KyU, the much slower pore pressure build-up rate exhibited in 
measurements is well captured by further adjusting contraction parameters c4 and cs 
(as discussed above) in numerical simulations. As such, both the computed results 
and measurements (Fig. 17.8) showed a consistent trend of negative spikes due to 
dilation. In addition, the dissipation of computed pore pressure generally following 
the trend of measurements after shaking. 


17.5.3 Displacement 


Figure 17.9 displays the computed horizontal displacement time histories and mea- 
surements at the midpoint of the ground surface. It can be seen that the computed 
results of RPI-A-A1-1, UCD-A-A2-1, and the four tests of KyU are in good agree- 
ment with those from measurements. However, some discrepancies are seen between 
the simulation results and experimental measurements in tests of RPI-A-B1-1 and 
UCD-A-A1-1. This higher amount of experimental permanent displacement of 
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Fig. 17.9 Measured and computed displacement time histories 


RPI-A-B1-1 can be better captured by further adjusting the parameter y; in numeri- 
cal simulation (as discussed below). 


17.5.4 Computed Response of RPI-A-B1-1 


An additional numerical simulation is performed to better capture the horizontal 
permanent displacement of RPI-A-BI-1. In this scenario, parameter y; = 0 
(Table 17.1) is adjusted to 1.0, in order to reproduce a higher accumulation of shear 
deformation during earthquake loading. For comparison purposes, the computed 
results with material parameters y, = 0 and 1.0 are displayed in one figure (Figs. 17.10 
and 17.11). As seen in Fig. 17.10, the computed permanent displacement (y; = 1) is 
accumulating faster than that of scenario y; = 0 after 11 s, and eventually matches 
the experimental result (about 0.3 m) at end of shaking. 

Figure 17.10b shows the horizontal displacement contour with arrows displaying 
the direction of ground movement. It can be seen that the horizontal displacements 
of soil ground at deeper depths are also high due to the liquefaction of underlying 
soil layers (Fig. 17.8). Vertical displacement contour at end of shaking is illustrated 
in Fig. 17.10c. As seen in this figure, the upslope soil settled about 0.2 m and ground 
heave in downslope reached about 0.08 m. In accordance with the deformation con- 
tour, Fig. 17.10c shows the shear strain y,, contour with a peak value of about 12% 
at deeper depth of the liquefiable sloping ground. 

Figure 17.11 depicts the computed shear stress versus mean effective stress, and 
shear stress versus shear strain for integration points near the locations of pore pres- 
sure transducers (P1—P4). It can be seen that the computed results with adjusted 
parameter y; = 1.0 reproduce a larger cycle-by-cycle accumulation of shear defor- 
mation in downslope direction than that of scenario y, = 0. 
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Fig. 17.10 Adjusted parameter y; = 1.0 to capture horizontal permanent deformation of RPI- 
A-B1-1: (a) Displacement time history; (b) Horizontal displacement contour; (c) Vertical dis- 
placement contour; (d) Shear strain contour. (Qiu & Elgamal, 2020a, b) 
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Fig. 17.11 Adjusted parameter y, = 1.0 to capture horizontal permanent deformation of RPI- 
A-B1-1: (a) Shear stress-strain; (b) Mean effective stress-shear stress 


17.6 Conclusions 


The numerical simulation results of centrifuge model tests (Type-C phase) con- 
ducted by various facilities in LEAP-ASIA-2019 for a liquefiable sloping ground 
are presented. All the numerical simulations are performed using a calibrated 
pressure-dependent constitutive model (PressureDependMultiYield03) imple- 
mented with the characteristics of dilatancy, cyclic mobility, and associated shear 
deformation. The soil parameters are determined based on a series of stress- 
controlled cyclic torsional shear tests (provided in the calibration phase) for match- 
ing the liquefaction strength curves of Ottawa F-65 sand with relative density 
D, = 60% in LEAP-ASIA-2019. The computational framework and staged analysis 
procedure are presented as well. The primary conclusions can be drawn as follows: 


1. The unintended inconsistencies of centrifuge test results in Type-C phase may 
indeed hinder the comparisons between numerical simulations and measure- 
ments. To better capture the overall dynamic response of selected centrifuge 
tests, contraction parameters c, and cs (controlling the pore pressure build-up 
rate) are suggested to be adjusted to simulate the inconsistent contractive behav- 
ior exhibited by Ottawa F-65 sand of various relative densities. 

2. Although the centrifuge tests conducted by various institutions are not providing 
completely consistent results, measured time histories are reasonably captured 
by the numerical simulations in LEAP-ASIA-2019, using the same soil constitu- 
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tive model parameters. The good agreement between computed and measured 
results for each centrifuge test demonstrated that the PressureDependMulti Yield03 
soil model as well as the overall employed computational methodology have the 
potential to predict the response of liquefiable sloping ground, and subsequently 
realistically evaluate the performance of analogous soil systems subjected to 
seismically induced liquefaction. 

3. Permanent deformations of the liquefiable sloping ground are captured to a rea- 
sonable level. However, further adjustment of damage parameters y; and y; is 
much helpful to quantify the permanent displacement. As such, additional exper- 
imental data sets are needed related to large post-liquefaction shear deformation 
accumulation. As such new data sets become available, parameters y; and yz of 
the PressureDependMultiYield03 material can be better calibrated and applied 
in the prediction of liquefaction-induced lateral spreading. 
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Chapter 18 A 
LEAP-ASIA-2019 Type-B Simulations gest 
Through FLIP 


Junichi Hyodo and Koji Ichii 


Abstract This chapter presents numerical simulation by using FLIP ROSE (Iai 
et al, Soils Found 32(2):1—15, 1992). FLIP ROSE is one of effective stress analysis 
used widely in Japan. It is commonly used to verify the seismic performance in 
practical design of port structures such as caisson-type quay walls and sheet pile 
quay walls. By using this program, we conducted the numerical simulation exercise 
for some cases. 


Keywords Liquefaction Experiments and Analysis Project (LEAP-ASIA-2019) - 
Numerical modelling - FLIP 


18.1 Introduction 


LEAP (Liquefaction Experiments and Analysis Project) is an international joint 
research project to discuss the modeling of the centrifuge test and numerical model- 
ing of liquefaction. 

Summary of centrifuge experiments is listed in Tables 18.1 and 18.2. In this 
chapter, numerical simulation of phase II was performed for “KyU_A_2_1”, 
"RPLA A1 17 "UCDA A2 1^ "KyUA B2 1^ and "RPLABI |" 
(Fig. 18.1). 
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Table 18.1 Summary of centrifuge experiments, Model A in LEAP-ASIA-2018 


Density D, | Virtual | Centrifuge, | PGAeff | Avg. disp. | Shaking 
Test case (kg/m?) (%) |1G,u n (e) (mm) direction 
IFSTTAR_A_ |1645 62 | 50 0.348 550.00 Axial 
All 
KAIST_A_ 171655 |87 |1 40 0.287 33:93 Axial 
All 
KyU_A_A1_1* | 1677 73 |1 44.4 0.248 71.04 Tangential 
KyU. A A2 I* | 1628 56 | 44.4 0.118 11.10 Tangential 
NCUA ALI 1 | 1643 61 | 26 0.144 181.51 Axial 
RPI A AI 1^ |1651 64 | 23 0.143 99.56 Axial 
UCD A A1 I* | 1713.3 86 | 43.75 0.178 30.56 Tangential 
UCD_A_A2_1° | 1658.1 67 | 43.75 0.134 77.50 Tangential 
ZJU A AI I* | 1624.6 54 |l 30 0.272 390.00 Axial 


"Test cases optional but highly recommended 
"Test cases selected as required cases for Type-C simulations 


Table 18.2. Summary of centrifuge experiments, Model B in LEAP-ASIA-2018 


Density D, | Virtual Avg. disp. | Shaking 
Test case (kg/m?) (90) |1G, pu (mm) direction 
CUABI 1 1606 47 10.5 Tangential 
Ehime A. 1650.8 64 |2 56.57 Axial 
Bl! 
IFSTTAR_A__ | 1645 62 |2 7717.82 Axial 
Bl! 
KAIST A. 1720.6 88 | 1.5 30.58 Axial 
Bl! 
KyU A BI 1l* | 1673 72 |2 22.2 0.252 153.84 Tangential 
KyU A B1 2 | 1669 71 /|4 11.1 0.248 115.44 Tangential 
KyU. A B2 1^ | 1633 58 |2 22.2 0.126 34.54 Tangential 
NCUABI 1 | 1626 55 |2 13 0.131 87.18 Axial 
RPI A Bl ]* | 1644 62 410.5 46 0.151 303.27 Axial 
UCD A B1 ] |1711.7 85 |2 21.9 0.140 —2.23 Tangential 
ZJU ABI ! | 1632.7 57 |2 15 0.271 678.82 Axial 


"Test cases optional but highly recommended 
"Test cases selected as required cases for Type-C simulations 


18.2 Constitutive Model of Soils 


We conducted element test simulation and 2D analysis for the numerical simulation 
exercises. The 2D analysis was performed by using FLIP ROSE Ver7.4.2. In this 
program, a strain space multiple mechanism model (Iai et al., 1992, 2011) is used. 
The model in FLIP ROSE is based on the multiple mechanism model (Towhata 
& Ishihara, 1985). In this model, the stress-strain relationship in each arbitrary shear 
direction was modeled as a hyperbolic relationship. The cocktail glass model is the 
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Fig. 18.1 Schematic for LEAP-ASIA-2018 centrifuge model tests: (a) Sectional drawing for 
shaking parallel to the axis of the centrifuge; (b) Sectional drawing for shaking in the plane of 
spinning of the centrifuge 


most advanced model for liquefaction in FLIP ROSE. In this model, the dilatancy 
model is given as the sum of contractive part and dilative part. 


18.3 Detailed Specification of Numerical Simulation 
(FE Analysis) 


18.3.1 Phase I of Numerical Simulation 


We conducted the simulation exercise to calibrate constitutive models using the 
results of torsional shear tests (for D, = 50% and 60% under 100 kPa) Tables 18.3 
and 18.4 list the parameters of the strain space multiple mechanism model. The 
most of parameters were set by various tests. The parameters for dilatancy were 
decided by trial-and-error. Figure 18.2, 18.3, 18.4, 18.5, 18.6 and 18.7 show the 
results of the simulation of torsional shear tests. 
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Table 18.4 Parameters for dilatancy 
Parameters D,= 50% | D,= 6096 
Maximum damping constant Asset, 0.24 0.24 
Phase transformation angle "n 28.0 28.0 
Ultimate value of volumetric strain due to contractive dilatancy Qm 0.20 0.20 
d 
Specify parameter that controls contractive dilatancy Tede 3.00 2.00 
Truction error for convergence calculation STOL |1.0x10^5|1.0 x 10% 
Specify parameter that control both contractive and dilative Ted 0.60 0.60 
dilatancy 
Specify parameter that control the shape of upstroke parts in qı 1.0 1.0 
the process of buildup or excess pore water pressure 
Specify parameter that control the shape of later parts in the q 1.0 1.0 
process of buildup or excess pore water pressure 
Specify reduction factor of bulk modulus E 0.5 0.5 
K 
Specify parameter that represents the confining pressure lk 2.0 2:0 
dependence of bulk modulus in the process from buildup to 
dissipation of excess pore water pressure 
Specify reduction factor of bulk modulus rk 0.5 0.5 
Specify lower limit of variable So S, 0.005 0.005 
Specify parameter that controls lower limit of liquefaction [n 1.36 1.45 
resistance curve 
Specify undrained shear strength at steady state Qus 0.0 0.0 
Specify parameter that controls how much influence SO has on | qy 1.0 1.0 
calculating reference strain when considering liquefaction 
Reduction factor in tmp methods such as tmp7 method ls 0.1 0.1 
Specify parameter that controls the area in which the reduction | Pimp 0.5 0.5 
factor described above is set to 0.0 in tmp methods 
Specify how to calculate the reduction factor 7"? described I865SW | 0 0 
above in tmp methods 
0.25 
O Dr=50% 
v T [e] ODr=60% | | 
" 
E 0.15 LHH 
É 0.10 {Computated results BEBI 
V 0.95 LAH 
Ma = 7.5% 
0.00 
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Fig. 18.2 Results of the simulation of torsional shear tests (for D, = 50% and 60%) 


392 J. Hyodo and K. Ichii 


Shear stress 7 (kN/m?) 


Shear stress r (kN/m?) 


0 20 40 60 80 100 120 
Mean effective stress p' (KN/m?) 


(a) Shear stress ration r=0.19 


—— Measured 
—— Computed 


Shear stress r (kN/m?) 
o 


-15 
-20 y T 
25 20 15 10 5 0 5 10 15 20 25 
Shear strain y(%) 
20 
15 


Shear stress c (kN/m?) 
> 


Mean effective stress p' (kN/m?) 


(b) Shear stress ration r=0.15 


Fig. 18.3 Results of the simulation of torsional shear tests (for D, = 50%). (a) Shear stress ration 
r = 0.19; (b) Shear stress ration r = 0.15 
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Fig. 18.4 Results of the simulation of torsional shear tests (for D, = 50%). (a) Shear stress ration 


r = 0.13; (b) Shear stress ration r = 0.10 
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Fig. 18.5 Results of the simulation of torsional shear tests (for D, = 60%). (a) Shear stress ration 
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Fig. 18.6 Results of the simulation of torsional shear tests (for D, = 60%). (a) Shear stress ration 


r = 0.15; (b) Shear stress ration r = 0.13 


396 J. Hyodo and K. Ichii 


— Measured. 
10 1-! — Computed 


Shear stress z (kN/m?) 


-10 4----: 


-15 ; i i ; 
-25 


25 


Shear stress t (kN/m?) 
© 


-10 4 


-15 


-20 120 


Mean effective stress p' (kN/m?) 


(a) Shear stress ration r=0.12 
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18.4 Conclusions 


This chapter presents LEAP-ASIA-2018 Type-B Simulations. In this chapter, we 
conducted effective stress analysis by using FLIP ROSE. 
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Chapter 19 A 
LEAP-ASIA-2019 Simulations at Tsinghua ss 
University 


Rui Wang, Tong Zhu, Chuang Zhou, and Jian-Min Zhang 


Abstract This chapter presents the constitutive model calibration and numerical 
simulations of centrifuge shaking table tests for LEAP-ASIA-2019, at Tsinghua 
University. A plasticity model that can provide unified description for the behavior 
sand at different states under both monotonic and cyclic loading, with focus on the 
large post-liquefaction shear deformation, is calibrated and used in this study. New 
undrained cyclic torsional shear test results for Ottawa F65 sand provided in the 
most recent phase of the LEAP project are used in the calibration process. Typical 
results for acceleration, excess pore pressure, and displacement for one of the tests 
are presented in detail, showing that the numerical simulation is able to capture the 
liquefaction related behavior in the tests well. Comparisons between the simulation 
and test residual displacement results for the five different tests show conflicting 
results. The simulations for the two RPI tests under different centrifuge acceleration 
levels with different stress states and input motion frequencies generally show ade- 
quate agreement with test results, exhibiting the constitutive model and numerical 
simulation method’s wide applicability range. However, the simulation results for 
the KyU tests are significantly different to the test results. 


Keywords Liquefaction Experiments and Analysis Project (LEAP-ASIA-2019) - 
Numerical modelling - Unified plasticity model 


19.1 Introduction 


LEAP (Liquefaction Experiments and Analysis Projects, Manzari et al., 2014) is an 
international collaborative effort to verify and validate numerical liquefaction mod- 
els. It serves to evaluate the state of the art for liquefaction model testing using 
centrifuge shaking tables and numerical prediction and simulation capabilities using 
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advanced constitutive models that have been developed over the past two decades. 
The Tsinghua University numerical simulation team joined the project during 
LEAP-UCD-2017 (Wang et al., 2019), using a unified plasticity model for large 
post-liquefaction shear deformation of sand proposed by Wang et al. (2014). The 
model was shown to provide a good account of the cyclic mobility, and especially 
the post-liquefaction shear deformation of sand observed in element tests. 

This chapter presents the calibration of the constitutive model and subsequent 
simulations of centrifuge shaking table tests under the LEAP-ASIA-2019 frame- 
work. During LEAP-ASIA-2019, high quality undrained cyclic torsional shear test 
data was provided to the simulation teams for model calibration. Type-C simula- 
tions of centrifuge tests were then conducted. The tests were categorized into Model 
A tests and Model B tests, which were initially designed to validate the “generalized 
scaling law” (Iai et al., 2005) for the “model of model” scenario. However, from the 
simulators’ point of view, rather than focusing on the “generalized scaling law,” 
which would be difficult to be proved either right or wrong by numerical simula- 
tions, the tests at different centrifugal acceleration g levels provide precious data to 
examine the performance of the constitutive models and numerical simulation 
methods under drastically different stress states. 


19.2 Constitutive Model for Liquefiable Sand 


19.2.1 Basic Features of the Constitutive Model 


The unified plasticity model for large post-liquefaction shear deformation of sand 
proposed by Wang et al. (2014) is used in the simulations at Tsinghua University for 
LEAP-ASIA-2019, which is consistent with that for LEAP-UCD-2017. The model 
has been used to provide a unified description of sand of different conditions from 
pre- to post-liquefaction under both monotonic and cyclic loading on both element 
test and boundary value problem levels (e.g., Wang, 2016; Wang et al., 2016, 2017; 
Chen et al., 2018). 

The model functions within the framework of elasto-plasticity, with the basic 
elastic and plastic constitutive equations following: 


de? = a de^ = ELS (19.1) 
K 2G 
de" = Lm, de? = LD (19.2) 


Here, e is the strain tensor, the volumetric strain is denoted by e, = tr(e), the 
deviatoric strain tensor is e = € — e,/3I. Superscripts e and p represent elastic and 
plastic, respectively. o is the effective stress tensor, p = tr(6)/3 is the mean effective 
stress, s = 6 — pl is the deviatoric stress. K and G are the elastic bulk and shear 
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moduli, respectively, L is the loading index, m is the deviatoric strain flow direction, 
and D is the dilatancy ratio. ( ) are the Macaulay brackets with (x) = x for x > 0 and 
(x) = 0 for x < 0. 

The basic features of the model include the following: (a) dilatancy D is decom- 
posed into a reversible part and an irreversible part following the findings of 
Shamoto and Zhang (1997) and Zhang (1997), providing explicit control for the 
dilatancy of sand under cyclic loading; (b) at the liquefaction state, no elastic strains 
are assumed to be generated while the dilatancy equations are still assumed func- 
tional, resulting in the generation of large yet bounded shear strain at the state of 
Zero effective stress; (c) bounding surface plasticity is used to define the plastic 
modulus, where a maximum stress ratio surface serves as the bounding surface of 
the model; (d) critical state theory compliance and state dependency is achieved 
through incorporation of the state parameter (Been & Jefferies, 1985). This chapter 
only presents the very basic features of the model without explicitly going into its 
specific formulation, readers should refer to Wang et al. (2014) for the complete 
formulation of the model. 


19.2.2 Calibration of Model Parameters 


The calibration method for the model parameters has been documented by Wang 
et al. (2014). The four critical state parameters based on Vasko (2015) for Ottawa 
F65 sand were adopted. The model parameters are based on the results of the previ- 
ous LEAP-UCD-2017 calibration results. However, adjustments were made to the 
parameters based on the undrained cyclic torsional shear test results provided in 
LEAP-ASIA-2019. As cyclic torsional shear tests can generally provide higher 
quality data related to liquefaction behavior, we placed more emphasize on simulat- 
ing their results during this phase of LEAP. The model parameters are listed in 
Table 19.1. Note the parameter y, , is kept at a default value of 0.05. 

Figure 19.1 compares the simulation results using the constitutive model directly 
with the corresponding cyclic torsional shear test results for Ottawa F65 sand at 
relative densities (D,) of 50% and 60%, under cyclic stress ratio (CSR) of 0.19 and 
0.18, respectively. Based on the results presented in Fig. 19.1, the model is able to 
capture the shear strain that is generated at liquefaction state very well, the decrease 
in effective stress under undrained cyclic loading and the eventual “butterfly orbit" 
of the shear stress-mean effective stress plot is also well represented. Generally, the 
model is able to simulate the liquefaction resistance. However, it is observed that the 
cyclic resistance ratio (CRR) curve for the constitutive model tends to be steeper 
than the measured results, especially at very low CSR. 


Table 19.1 Model parameters for the simulations 
Sand | G, E ] h | M | re, 1 | ds. 2 |d; a Yas | n? L | iy eo E 
Ottawa F65 |210 |0.015 | 1.2 | L.17 (0.7 |30 [0.8 | 10 | 0.05 | 2.25 | 5.95 0.01 [0.7 | 0.7. 
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Fig. 19.1 Undrained cyclic torsional shear test results compared with corresponding simulation 
results: (a) c — y for Ottawa F65 sand at D, = 50% with CSR = 0.19; (b) t — p’ for Ottawa F65 sand 
at D, = 5096 with CSR = 0.19; (c) z — y for Ottawa F65 sand at D, = 60% with CSR = 0.18; (d) t- p^ 
for Ottawa F65 sand at D, = 60% with CS R = 0.18 


19.3 Detailed Specification of Numerical Simulation 


OpenSees (McKenna & Fenves, 2001) was used to conduct the numerical simula- 
tions of this study, within which the constitutive model was implemented through a 
sub-stepping cutting plane algorithm (Wang et al., 2014). As the simulations were 
2D plane strain and effective stress based, solid-fluid coupled quadUP elements 
were used (e.g., Yang et al., 2008). The element is a four-noded quadrilateral plane 
strain element that has two displacement degrees of freedom and one pore pressure 
degree of freedom at each node, and follows the u-p formulation proposed by 
Zienkiewicz and Shiomi (1984). 

The mesh used in this study is illustrated in Fig. 19.2, with the same configura- 
tions as that of the LEAP-UCD-2017 study (Wang et al., 2019), which consists of 
1280 elements and 1377 nodes. The few nodes that are not perfectly aligned with 
the rest in their respective rows were adjusted so that their coordinates matched 
those of the measurement sensors in the tests. Five centrifuge tests are simulated in 
this study, including two from KyU, two from RPI, and one from UCD, as listed in 
Table 19.2. For the current LEAP project, both Model A and Model B tests were 
conducted, with Model B being “model of models,” where the Model B tests should 
first be scaled to a “virtual 1G" model with the scaling laws for centrifuge tests, and 
then further scaled to its prototype through the so called generalized scaling law (Iai 
et al., 2005). In this study, the simulations are conducted in the 1G scale, which is 
the prototype for Model A and “virtual 1G" for Model B. The results are then all 
presented in the prototype scale, with the simulation results for Model B scaled with 
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Fig. 19.2 Mesh configuration for the numerical simulations 


Table 19.2 Initial relative densities, centrifuge acceleration, and input motion PGA for tests 
simulated 


Test | D, (96) | Centrifuge acceleration (g) | PGAeff (g) 
KyU A A2.1 (56 [444 — [0.118 
RPI A AL 1 |64 [23 0.143 
UCD A A2 1 67 143.75 0.134 
KyU_A_B2_1 58 [222 0.126 
RPLA Bl 1 |62 |46 [0.151 


the “generalized scaling law.” Therefore, the test and simulation results for the pro- 
totype scale are compared. Note this scaling scheme does not provide validation for 
the generalized scaling law, as the transformation for both test and simulation from 
“virtual 1G” to prototype are exactly the same, and pure mathematical. However, 
the comparisons between Model A and Model B do provide validation for the abil- 
ity of the numerical simulation method in providing unified representation of the 
liquefaction behavior under different stress states and different input motion fre- 
quency. For example, the RPI Model A and B tests were conducted at 23 g and 46 g, 
respectively, and the dominant input motion frequency were 1 and 0.6 Hz, respec- 
tively, at 1G (or “virtual 1G”). 

Krylov Newton solution algorithm along with a ProfileSPD approach is used to 
solve the system of equations (OpenSees manual). Newmark time integration 
scheme is adopted in the simulations. The boundary conditions are enforced using 
the penalty method with the penalty number of 10". For the test of convergence, a 
norm of the displacement increment test is used with a 107? tolerance and maximum 
number of iterations of 50. Rayleigh damping with very mall values for æ and f 
(both 0.002) are used. The same permeability corresponding to the density of the 
sand in each test, based on the test results provided in LEAP-UCD-2017. It is 
assumed that the permeability remains constant during the entire process, which is 
a simplification. 
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The input motions for the simulations follow the exact motions provided to us 
from the centrifuge tests. Prior to the seismic event simulations, each model is sub- 
jected to a gravity step to obtain the initial state of the model. The initial pore pres- 
sure and the vertical effective stress after spin-up and before shaking in the 
simulations are mostly similar to that reported by Wang et al. (2019) for LEAP- 
UCD-2017, and are not repeated here for brevity. 


19.4 Simulation Results 


19.4.1 Typical Simulation Results 


Typical simulation results for acceleration, excess pore water pressure, and lateral 
displacement are presented in this section. Test RPI A. B1 1 is chosen as a repre- 
sentative case for presenting the results. 

Figure 19.3 plots the horizontal acceleration time histories at various depths in 
test RPI A B1 1. The input motion is presented in Fig. 19.3a. At AH1, with depth 
of 3.5 m, the simulated and test acceleration time histories match perfectly until 
about 8 s. After 8 s, strong spikes in the negative direction are observed in the test, 
while numerical simulation does not reflect this feature. The spikes in acceleration 
are often assumed to be related to the dilatancy and subsequent increase in effective 
stress of the soil during shaking. However, it is surprising that at 3.5 m depth for 
AH, the dilatancy spikes would be so significant in the test, as the shear strain in 
sand is usually not expected to be so strong at large depths. At shallower depths for 
AH3 (1.5 m) and AH4 (0.5 m), strong dilatancy spikes in the negative direction are 
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Fig. 19.3 Comparison between test and simulation results for horizontal acceleration at various 
depths in RPI_A_B1_1: (a) input motion; (b) at AH1 with 3.5 m depth; (c) at AH3 with 1.5 m 
depth; (d) at AH4 with 0.5 m depth 
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also observed in the tests, at earlier stages of shaking, after about 7 s. The accelera- 
tion time history becomes distinctly lopsided, with larger acceleration in the nega- 
tive direction and smaller acceleration in the positive direction, whereas the input 
motion is mostly symmetric with respect to zero. The simulation results also cap- 
tures this behavior. For the results in Fig. 19.3d for AH4, the simulated acceleration 
time history also shows significant spiking in the negative direction, while the peak 
acceleration in the positive direction becomes more fuzzy compared to that of the 
input motion. It should be noted that the measures spikes are generally stronger than 
those in the simulations. 

Figure 19.4 plots the excess pore water pressure at three different depths. At the 
base of the model (AH4), the sand does not reach initial liquefaction in both test and 
simulation, as zero effective stress is not achieved. However, the test results show 
greater fluctuations in pore pressure, which could be related to the dilatancy spikes 
observed at large depths in Fig. 19.3 At 2 m depth and above, the excess pore water 
pressure is able to reach the initial effective stress, suggesting that the sand within 
this depth reaches liquefaction during shaking. Strong fluctuations in the excess 
pore pressure are observed at P3 and P4 for both test and simulation. The dissipation 
process is also well simulated. 

The lateral soil surface displacement time history at the center of the model in 
RPIA_B1_1 is plotted in Fig. 19.5. It can be seen that general good agreement 
between simulation and test is achieved for the lateral deformation of the model. 
Again, stronger fluctuations are observed in the test compared with those in the 
simulations, especially after shaking terminates. The lateral displacement time his- 
tories at other locations also show good agreement between simulation and test, and 
are not presented for conciseness. 


19.4.2 Overall Comparison of Lateral Displacement Results 


The residual lateral displacement in both simulation and test at each of the reported 
soil surface locations for all five tests are listed in Table 19.3. Based on the results 
from the RPI Model A and Model B, it can be seen that the simulation results for 
lateral displacements generally agreed with the test results, indicating that the con- 
stitutive model and numerical simulation method is able to provide a unified descrip- 
tion of the seismic response of liquefiable sand under drastically different stress 
states and different input motion frequencies. The simulation results for the UCD 
test are also comparable with measurement. 

In contrast, for the KyU tests, the simulation and test results are incomparable. 
Simulation results for KyU A. A2 and KyU A B2 1 exhibit relatively large dis- 
placement, in comparison with the extremely small measured displacement. The 
small measured displacement is surprising, especially in comparison to UCD- 
A-A2-1, as although the input PGA is slightly smaller compared to that in UCD- 
A-A2-1, the soil is also much looser (Table 19.2). 
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Fig. 19.4 Excess pore water pressure histories at different depths in RPI A BI I: (a) P1 with 
4 m depth; (b) P3 with 2 m depth; (c) P4 with 1 m depth 
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Fig. 19.5 Lateral soil surface displacement at the center of the model in RPI A B1 1 
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Table 19.3 Initial relative densities and centrifuge acceleration for tests simulated 
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Test case KyUA A21 KyU A B21 
Surface mark 1-3 3-3 
Simulation (m) 
Test (m) 0.018 0.015 0.013 0.018 0.078 0.047 0.044 
Test case RPI-A-AI-1 
Surface mark B C D EO F G H 
Simulation (m) 0.102 0.127 0.127 0.123 0.117 0.103 0.076 
Test (m) 0.084 0.087 0.098 0.075 0.106 0.089 0.079 
Test case RPLA Bl | 
Surface mark BO Co DO EO FO GO HO 
Simulation (m) 0.166 0.248 0.273 0.276 0.252 0.200 0.116 
Test (m) 0.256 | 0.301 0.319 0.304 0.335 0.319 0.299 
Test case UCD-A-A2-1 
Surface mark 2-1 2-2 2-3 2-4 2-5 2-6 
Simulation (m) 0.045 0.073 0.072 0.061 0.042 0.021 
Test (m) 0.018 0.070 0.079 0.076 0.063 0.047 


19.5 Conclusions 


This chapter presents the details and results for the simulations at Tsinghua 
University for the LEAP-ASIA-2019 project. Type-C simulations of five different 
centrifuge shaking table tests on mildly sloping liquefiable ground. 

A unified plasticity model for the large post-liquefaction shear deformation of 
sand is used in this study. The model is calibrated based on the element test results 
provided to the simulators in the LEAP-UCD-2017 and LEAP-ASIA-2019 projects. 
Special emphasis was given to the calibrations against the undrained cyclic tor- 
sional shear test results provided in the most recent phase of the LEAP project. We 
find that cyclic torsional shear tests can provide a better basis for seismic liquefac- 
tion related model calibration compared with cyclic triaxial tests. 

The details of the numerical simulations were presented in the chapter. Typical 
results for acceleration, excess pore pressure, and displacement for one of the tests 
were presented in detail, showing that the numerical simulation is able to capture 
the liquefaction related behavior in the tests well. Comparisons between the simula- 
tion and test residual displacement results for the five different tests showed compli- 
cated results, under the same model setup, especially constitutive model parameters. 
Although the simulations for the two RPI tests under different centrifuge accelera- 
tion levels with different stress states and input motion frequencies generally showed 
adequate agreement with test results, the simulation and test results for the KyU 
tests were incomparable. 
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Chapter 20 A 
Class-C Simulations of LEAP-ASIA-2019 se 
via OpenSees Platform by Using a Pressure 
Dependent Multi-yield Surface Model 


Mohamed A. Elbadawy and Yan-Guo Zhou 


Abstract In this chapter, Class-C numerical simulations were performed for 
LEAP-ASIA-2019 centrifuge experiments that took place at different universities 
testing facilities. A comparative study was conducted among the simulated and 
experimental seismic responses of a mildly sloping ground of medium-dense to 
dense Ottawa-F65 sand under ramped sinusoidal acceleration input motions. A 
pressure dependent multi-yield surface model that can simulate the liquefaction 
potential of sand soils under earthquake loading was chosen for the numerical simu- 
lations through the OpenSees finite element modeling software. An initial calibra- 
tion of the soil constitutive model, namely “Phase I,” was performed against different 
cyclic torsional shear tests for Ottawa-F65 sand under various Cyclic Stress Ratios 
(CSRs). Numerical modeling of centrifuge experiments “Phase II" was carried out 
after a few adjustments to the estimated model parameter values for the sake of 
providing proper computed output responses. The adopted soil model and simula- 
tion technique provide adequate numerical predictions of the liquefaction potential 
for the mildly sloping ground problem and accurately simulate the time histories of 
excess pore water pressure, accelerations, and surface deformations, regardless of 
experiencing a few undesirable responses for simulated Kyoto University centrifuge 
tests. The capabilities and limitations of the selected constitutive soil model and 
computational technique are analyzed and discussed through the context. 
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20.1 Introduction 


Thanks to the new high-end computer processing units and the robust computa- 
tional capabilities available, performing sophisticated geotechnical numerical simu- 
lations is possible for academic researchers and geotechnical professionals. 
Therefore, it is possible to model different soil types with complex constitutive 
stress-strain and stress-dilatancy relationships, which is considered to be the most 
important issue in studying the soil liquefaction phenomenon. 

A verification and calibration process must be done towards the employed con- 
stitutive soil model to determine model parameters and check its capability of cap- 
turing the soil mechanical behavior in different loading conditions. The soil model 
parameters should first be estimated and calibrated against soil element tests 
through laboratory testing devices such as direct simple shear, triaxial, and hollow 
cylindrical torsional shear. The most common way to calibrate a soil model in any 
Finite Element Modeling (FEM) software is to model a single one element consid- 
ering appropriate constraints and loading conditions to simulate a specific labora- 
tory soil element test. Then, compare the computed and measured responses. This 
comparison checks the model’s ability to evaluate soil mechanical behavior and 
capture essential soil characteristics in simple loading conditions. 

Eventually, this calibrated soil model should be validated against large-scale 
experiments that represent real geotechnical field problems. When simulating large- 
scale models, many other aspects are affecting the output simulation results rather 
than the main model parameters and their constitutive relations. The main target of 
this simulation type is to predict appropriate deformations, accelerations, and excess 
pore water pressure time histories in boundary value problems, which cannot be 
evaluated through the small-scale/element laboratory testing simulations. So that 
simulating real boundary value problems provide the final judgment on the soil 
model and the numerical technique adequacy in being used for earthquake geotech- 
nical engineering practice or not. For physical modeling of real field geotechnical 
cases, centrifuge model testing is selected for fulfilling this purpose since they are 
confirmed to produce a reliable and accurate representation of geotechnical engi- 
neering systems (Madabhushi & Schofield, 1993; Schofield, 1998). Centrifuge 
model tests can provide high-quality readings and plenty of measurements that can 
be employed in validating the FEM tools. 

The LEAP “Liquefaction and Analysis Projects” (Manzari et al., 2014; Kutter 
et al., 2015, 2018, 2020; Zhou et al., 2018) is a collaboration between different uni- 
versities around the world that aims to study different liquefaction scenarios for vari- 
ous soil structures to evaluate and validate numerical simulation techniques. The 
project comprises experimental model tests that took place at different centrifuge 
facilities at the participating universities, as well as computational simulations that 
performed using various numerical methods and a wide range of constitutive mod- 
els. The main target of this effort is to assess the available numerical simulation tools 
and constitutive soil models against practical geotechnical field applications in order 
to accurately predict soil liquefaction potential and associated hazardous effects. 
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Through the context, a calibration of the employed constitutive soil model 
through the OpenSees platform (McKenna, 1997, 2011; OpenSees, 2000) is deeply 
discussed. After that, Class-C simulations are performed after tuning the parame- 
ters’ selection of the employed soil model for the sake of getting better simulation 
results. The computed soil responses are assessed through detailed comparisons 
with the measured responses, besides highlighting the possibilities and drawbacks 
of the adopted numerical simulation technique. 


20.2 Demonstration of the Selected Centrifuge Experiments 
for the FE Analysis and Simulation Types 


20.2.1 Centrifuge Test Experiments 


Seven centrifuge experiments were selected for this finite element simulation work 
from dozens of tests done at Rensselaer Polytechnic Institute (RPI), the University 
of California at Davis (UCD), Kyoto University (KyU), and Zhejiang University 
(ZJU). Two types of physical models are considered in these centrifuge experiments 
through a one-stage downscaling, namely Model A, and a two-stage downscaling, 
namely Model B, according to the Generalized Scaling Law (GSL) developed by 
Tobita et al. (2011). In Model A, 1G filed scaling law with a scaling factor ji is used 
in downscaling the prototype to a virtual model, whereas in Model B, a scaling fac- 
tor 7 is applied to the virtual 1G model for downscaling to a new physical model by 
employing the conventional scaling law. Table 20.1 summarizes the centrifuge 
experiments with all related scaling factors, soils' relative densities, and effective 
Peak Ground Acceleration (PGA,) of the employed input motions. 

A ramped sinusoidal input motion with a predominant period of 1 sec. is 
employed in all centrifuge experiments with different Peak Ground Accelerations 
(PGAs) ranging from 0.12 to 0.28 g. Figure 20.1 demonstrates the variations of 
input motions and the maximum spectral accelerations through the recorded 
response spectra for each input motion at each centrifuge facility. 

The achieved base motions at RPI and UCD centrifuge facilities have the lowest 
wave oscillations at high frequencies, in comparison with other centrifuge facilities, 


Table 20.1 The selected LEAP-ASIA-2019 centrifuge experiments for numerical simulations 


Test case | Density (kg/m?) D, (96) | Model type | Virtual 1G, u | Centrifuge, 7 | PGA grr (2) 
RPLA AL 1 | 1651 64  |ModdA |! |23 10.143 
UCD A A2. 1 | 1658.1 67  |ModdA |! 43.75 0.134 
ZJU A AL 1 | 1624.6 [54  |ModlA |1 30 [0.272 
KyU. A. A2. 1 | 1628 56 |ModelA |1 444 [0.118 
RPI_A_B1_1 |1644 62 |ModelB 0.5 |46 - [0.151 — 
ZJU A BI. 1 |16327 [57 |ModelB | 2 [15 (0.271 
KyU. A B2 1 | 1633 57 |ModelB |2 [222 0.126 
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Fig.20.1 Response spectrum of the recorded input motions at different centrifuge facilities for the 
selected seven experiments with a magnified plot for the KyU recorded base motions 


which have no effects on the computed output results and do not cause any resonant 
with the soil’s natural frequency. In the ZJU centrifuge facility, slightly higher wave 
oscillations were noticed at frequencies ranging from 3.3 to 5 Hz; however, high 
wave oscillations arose in conducted centrifuge tests at KyU for the same frequency 
range, especially with Model B centrifuge experiments. These high wave oscilla- 
tions can affect the simulation results negatively as well as may biasedly result in 
overestimating the simulated responses. 


20.2.2 Brief Explanation of Numerical Predictions Classes 
Adopted in LEAP 


The LEAP demands that the simulation teams provide the numerical simulations for 
the centrifuge experiments according to a specific criteria. The numerical simula- 
tion process should follow one of these classes according to the requirements of 
each LEAP event computational modeling task. Class A, B, and C are the standard- 
ized LEAP approaches for computational modeling and numerical predictions. 

In Class A predictions, blind numerical simulation predictions are performed 
before commencing any centrifuge tests. In this type of simulations, the numerical 
predictors only know the soil’s main characteristics, the schematic of the centrifuge 
problem, and the target dynamic input motion for each centrifuge test. Calibration 
of the constitutive model parameters can be done towards previous/ongoing pro- 
vided soil element tests. After that, these estimated model parameters are used in 
numerical simulations of centrifuge experiments. 

Class B and C predictions are performed after finishing all centrifuge experi- 
ments. The recorded base motions form centrifuge experiments are the only infor- 
mation that is provided to the numerical modeler in Class B predictions. In contrast, 
all centrifuge measured responses are given to numerical modeler in Class C predic- 
tions. Class C simulations are meant to tune the utilized constitutive soil models 
through the centrifuge experiments to produce better and appropriate numerical 
predictions. 
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In LEAP-ASIA 2019 event, class-C simulations are required for being performed 
for a set of centrifuge model tests in order to address different possibilities and limi- 
tations of the available numerical tools and constitutive soil models. The following 
sections provide a comprehensive demonstration of the utilized soil model, numeri- 
cal tool, FE model configurations and loading conditions. Thereafter, the com- 
puted output results are discussed and compared with measurements in order to 
highlight the main advantages and disadvantages of the employed numerical simu- 
lation technique. 


20.3 The Employed Soil Constitutive Model 


A multi-yield surface model with pressure dependency, namely PDMYO2, was 
employed in the numerical simulations. The PDMY02 model (Elgamal et al., 2003; 
Yang et al., 2003) is based on the classical multi-surface plasticity work done by 
Prevost (1978, 1985) and is further extended to account for complex dilatancy char- 
acteristics. The model can capture the soil's cyclic mobility and post liquefaction 
behaviors under different stress levels. The PDMYO2 model employs a kinematic 
hardening rule to simulate the soil cyclic hysteretic response (Mróz, 1967; Yang 
et al., 2003). A concise demonstration of the main characteristics of the soil model 
is reviewed in the following sections. 


20.3.1 Yield Surface Definition 


The failure surface in the PDMYO2 model is a Drucker-Prager conical surface in 
the principal stress space with a pressure dependency (Lacy, 1986; Elgamal et al., 
2003; Yang et al., 2003). The inner nested yield surfaces defines the hardening zone 
and the outermost yield surface represents the failure zone (Prevost, 1978, 1985; 
Yang et al., 2003). The yield function is formulated based on the multi-yield-surface 
J2 plasticity model that is proposed by Prevost (1985) and further modified by 
Elgamal et al. (2003) and Yang et al. (2003) as follows: 


pe fs- orn. ))(s- G2 ))-n (p'+p.) =0 Qon 


where s is the deviatoric stress tensor, p is the mean effective pressure, and p, is 
a small residual pressure value assigned automatically by the model to move the 
yield surface towards the negative confining stress by p... when confining pressure 
equals zero. M is the shear stress ratio that defines the size of the yield surface. The 
M; that represents the stress ratio of the outermost yield surface at failure is calcu- 
lated through the soil friction angle that is obtained from the triaxial test (TX) and 
defined as y 6sin(¢,.) (Chen & Mizuno, 1990). 


zm 3-sin($, ) 
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20.3.2  Stress-Strain Relationships 


The stress-strain “t — y" backbone curve is defined by a hyperbolic relationship at a 
constant confinement pressure p, as follows: 


G 
= Oct,r Y oct (20.2) 


14 7o. 
Y: 


where G,.,; is the small strain shear modulus at reference effective confining stress 
p, and y, is a calculated shear strain, which is computed internally and satisfies the 
following equation at failure for a given reference pressure p, : 


_2v2sin($) . — Gurus (20.3) 


Ton, g 3-—sin (9) 5 1+ Y oct max ly, 


where 7Yoct, max 1s the maximin reached shear strain (a user-defined value) that corre- 
sponds to the failure octahedral shear stress 7,,, . In the multi-yield surface plastic- 
ity principle, the hyperbolic presentation of the backbone curve is substituted by 
multi-linear segments that represent the domain of the evolved yield surfaces. Each 


segment represents a yield surface domain which is characterized by a tangent shear 


2(t,4-7 3r 
1 . 
modulus ( G,, = ——7— ——7—- ) and size ( M, = ^ 


You 7 Yn V2 (p, + p...) 
as shown in Fig. 20.2. 
The shear G,., and bulk B moduli are pressure dependent and being updated dur- 
ing the simulation with regards to the soil effective confinement stress p' according 
to Prevost (1985) and Elgamal et al. (2003) as follows: 


) at each m surface(s), 


" d i d 

D + " 4 

Ger = Goer a and B= B, (2z) (20.4) 
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where d is a material parameter and equals 0.5 for sandy soils (Kramer, 1996). 
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Fig. 20.2 Demonstration of the multi-yield conical surfaces in principal stress space and the octa- 
hedral shear stress-strain backbone curve with 10 yield surfaces 
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20.3.3 The Model Flow Rule 


Computation of the plastic shear strain increment is divided into a deviatoric com- 
ponent that follows an associative flow rule and a volumetric component that fol- 
lows a non-associative flow rule. Based on Prevost and Elgamal considerations 
(Prevost, 1985; Elgamal et al., 2003), Q and P tensors are normal to the yield 
surface and the plastic potential surface, respectively. These tensors can be decom- 
posed into two. deviatoric and volumetric components, giving Q =Q +Q"I and 
P=P +P"I. Q and P are the deviatoric parts that are following associative flow 
rule, whereas Q' and P' are the volumetric components that follow a non-associative 
flow rule. 

The PDMYO2 model considers a phase transformation surface (PT), which is 
first proposed by Ishihara (Ishihara et al., 1975). The contractive soil tendency is 
occurring if stress state is inside the PT surface when soil subjected to undrained 
shearing, whereas dilation happens when stress state is outside the PT surface. 
Volumetric plastic strains are computed during contraction and dilation phases 
according to Yang and Elgamal (2008, 2009) through the following formulae: 

Contractive phase: (7 < npr) or (N > Npr andy < 0) 


: ET 
phas qe 9. d (20.5) 
Dilative phase: (7 > npr and 7 > 0) 


2 : ? -d, 
e [2-0 (asri (Ee 2 =| (20.6) 


Npr atm 


where n is a unit outer normal to an imaginary surface in the deviatoric stress space 
passing by the stress point s . 7 and ypr are the current shear stress ratio and the shear 
stress ratio at the PT surface, respectively. c, parameter mainly controls the plastic 
volumetric strain accumulation rate. d; controls the accumulated volumetric shear 
strain per each dilation cycle. d» and c; account for fabric damage through é. and y” 
which represent the total accumulative volumetric strain and the cumulative octahe- 
dral shear strain per each dilation cycle, respectively. c3 and d; parameters account 
for overburden stress variation effects on contraction and dilation rates “K, 
effect". When 7 equals 7pr, i.e., the neutral phase, the model starts to accumulate 
shear strains before starting the dilation phase at almost no changing either on shear 
stresses or soil confinement p’. For the sake of simplification, zero plastic potential 
component (P' = 0) is maintained during this high yielding phase till reaching a 
boundary that defined in deviatoric space and dilation starts afterward. An initial 
isotropic domain is defined through this boundary as a circle in the deviatoric strain 
space, which will either enlarge or translate based on the loading history as demon- 
strated in Elgamal et al. (2003) and Yang et al. (2003). 
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20.4 Model Parameters Estimation and Calibration 
“Simulation Phase I^? 


20.4.1 The Initial Determination of the Model Parameters 


The PDMY02 model parameters can be separated into four main groups. The first 
group is concerned with the stress-strain relationships in elastoplasticity, which 
comprises small strain shear and bulk moduli measured at a referenced confinement 
pressure “Gy, B," friction angle “p,” and phase transformation angle “pr.” 

The second group is the flow rule user-input parameters (c;, c», cs, dj, d» and d3), 
described in section 20.3.3, that define the soil contractive-dilative behavior during 
undrained shearing. The third group is the liquefaction damage parameters (liq; and 
liq?) that control the development of the liquefaction-induced perfectly plastic shear 
strain as a function of dilation history and load reversal history. 

The last group is a miscellaneous collection of parameters that are estimated 
according to Yang and Elgamal (2009) recommendations. These parameters are 
pressure dependent coefficient, number of yield surfaces, and the maximin reached 
shear strain. A fixed value for soil permeability coefficient of “3 x 10° m/s" is 
selected for the calibration and centrifuge simulations. The permeability coefficient 
value has been selected as an average value from previous LEAP simulation work 
done (Ghofrani & Arduino, 2018; Ziotopoulou, 2018). 

The parameters initially estimated through different correlations from a wide 
range of empirical formulae, previously done soil element testing for Ottawa-F65 
sand by Bastidas (2016) and the PDMY02 online model documentation (Yang & 
Elgamal, 2009). Then, the model parameters values are tuned through a calibration 
process with the cyclic torsional shear tests conducted by Kyoto University (Ueda, 
2018). Unfortunately, the number of drained monotonic triaxial or drained simple 
shear tests through previous LEAP events is minimal and not providing full data for 
calibration of the model basic elastoplastic parameters “Goc, » B, @, fpr’ 
(Beaty, 2018). 

Regarding Ueda conducted tests (Ueda, 2018), the soil samples have slightly dif- 
ferent relative densities for each relative density (D,) group. (D, 50%) and (D, 60%) 
groups comprise samples’ relative densities ranges of 50.5—53.096 and 60.5—63.5*6, 
respectively. Therefore, two data sets of model parameters are estimated herein for 
Ottawa-F65 sand, considering different relative density ranges of (50-55%) and 
(60-65%). 

The soil shear and bulk moduli values are explicitly calculated for each soil rela- 
tive density of each centrifuge test and are not fixed for each (D,) group. This way 
contributes to adjusting the issue of using constant contraction and dilation model 
parameters for each relative density range and overcoming the small variances 
between relative densities for each (D,) group, i.e., the variance in D, from 54% to 
57%. Table 20.2 represents the adopted model parameters of the Ottawa-F65 sand 
soils for different relative density ranges. 
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Table 20.2 The PDMYO2 estimated model parameters 


Parameter |Estimated values Description and reference 

"D," range 5096-5596 (6096-6596 Relative Density range for each (D,) group of the 
Ottawa-F65 sand soil samples 

Spa 29 29 Constant-volume friction angle (Carraro et al., 2009; 
(Bastidas, 2016) 

"e 0.65-0.63 |0.61-0.60 | Void ratio (Bastidas, 2016) 

"GS" 2.648 Specific Gravity (Bastidas, 2016) 

“p” ton/m? GS +e Soil density for a fully saturated sample 

" I+e 
zb. kPa 100 Reference effective confining pressure at which other 


model input parameters were calibrated 


"VT m/s. [gs [ 46 D? 42 s^ Shear wave velocity at P, = 1 atm adopted from Andrus 
E ] and Stokoe (2000) and Ziotopoulou and Boulanger (2012) 


“Gor r” 3 2 3 2 

ne V6 di Octahedral shear modulus at small strain = v6 Ph 
(Khosravifar, 2012) 

à Mee v= Ko where K, =0.5 

Poisson's ratio, 1+K, 

"B," kPa | 2(1+v) | 2(1+v) " 

E oct,r ro oct, 
3(1-2v) Bulk modulus, 3(1-2v) 

“p” 34 35.5 Soil friction angle. Adopted from Bolton (1986) 
$ = dey + 3I; where Ip = D(10 — In P) — 1 

“pr” 25 26 Phase transformation angle adopted from Bastidas (2016) 
and (Ueda (2018) 

“Vou max OA 0.1 Peak Shear Strain at “p,” (Yang & Elgamal, 2009) 

“a” 0.5 0.5 Pressure dependent Coefficient (Kramer, 1996) 

"e, 0.065 0.035 Contraction parameter calibrated against soil element 
tests by (Ueda, 2018) 

"cy" 2 5 Contraction parameter coefficient (Yang & Elgamal, 2009) 

Md 0.19 0.06 Overburden stress effect on contraction rate 

"d 0.04 0.08 Dilation rate parameter calibrated against soil element 
tests by (Ueda, 2018) 

"dy 3 3 Dilation parameter coefficient (Yang & Elgamal, 2009) 

“dz” 0.2 0.06 Overburden stress effect on dilation rate 

liq, 1 1 Post-liquefaction damage parameter to define permanent 
shear strain accumulations as a function of dilation history 
(Yang & Elgamal, 2009) 

liq» 0 0 Post-liquefaction damage parameter to define permanent 
shear strain accumulations as a function of load reversal 
history (Yang & Elgamal, 2009) 


k (m/s) 3 x 10° m/s Soil permeability 
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20.4.2 Cyclic Torsional Shear Test Simulation (Simulation 
Phase I) 


A single four-node element with mixed u-p formulation (QuadUP), which was 
implemented in OpenSees by Yang et al. (2008), is employed to simulate the und- 
rained cyclic torsional shear test considering the appropriate boundary conditions 
and loading stages. The output computed results are compared with the measured 
responses from the soil element testing conducted by Ueda (2018) to calibrate the 
soil model and adjust selected parameters, as shown in Figs. 20.3 and 20.4. 

The output curves show the model capability in simulating the cyclic torsional 
shear test in terms of 7 — y relationship and stress path curves for all engaged tests 
with a fair determination of the number of loading cycles required to reach initial 
liquefaction for medium CSR levels, i.e., 0.15-0.18. However, the model cannot 
appropriately determine the number of loading cycles to reach initial liquefaction 
for lower and higher CSR levels. 

Figure 20.5 summarizes the whole tests’ simulations to highlight the issue of 
estimating the proper number of loading cycles for triggering liquefaction. This 
issue is partially solved later in a new model version developed by Khosravifar et al. 
(2018) that has not been available in OpenSees till the time of commencing this 
simulation work. 


20.5 Specifications of the Finite Element Model 
for Centrifuge Experiments Simulations 


A 2D plane strain analysis was conducted through the OpenSees platform for mod- 
eling the soil slope in a rigid container. With Model A simulations, the soil model 
parameters and the slope geometrical dimensions are in prototype scale. On the 
other hand, the Model B simulations are performed after downscaling the FE model 
components to the model scale according to the Generalized Scaling Law (GSL). 
The figure below represents a schematic view of the modeled centrifuge test with 
markers and sensor locations for measuring different soil response components 
(Fig. 20.6). 


20.5.1 FE Model Description 


A 2D finite element mesh comprised 1377 nodes and 1280 QuadUP elements for 
Model A and Model B simulations with elements spatial size ranging from (0.2*L 
to 0.3*L) m, where L equals “1” when modeling in prototype scale and equals un 
when modeling in virtual model scale. 
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Fig. 20.3 Computed vs. measured output results of undrained cyclic torsional shear test simula- 
tions for (D, 50%) group under CSR values of 0.10, 0.13, 0.15 and 0.19; t — y relationship on the 
left and stress path on the right 
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Fig. 20.4 Computed vs. measured output results of undrained cyclic torsional shear test simula- 
tions for (D, 60%) group under CSR values of 0.13, 0.15, 0.18, and 0.20; t — y relationship on the 


left and stress path on the right 
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Fig. 20.5 Computed vs. measured number of loading cycles to reach a double amplitude shear 
strain (ypa) of 7.5% in cyclic torsional shear tests 
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Fig. 20.6 Schematic view of the centrifuge test in prototype scale showing the different sensor 
locations. (Elbadawy et al., 2022) 


The element size range is selected according to Kuhlemeyer and Lysmer (1973) 
suggestion to consider an element size less than or equal to one-eighth of the wave- 
length associated with the maximum frequency component of the input wave. The 
chosen element size range ensures that the mesh can resolve waves up to a fre- 
quency of 50 Hz. This way is also adopted by previous researchers in their compu- 
tational simulations of dynamic analysis of previous LEAP events (Ghofrani & 
Arduino, 2018). 

The quadUP element is used in this simulation to model the cyclic response of 
soil in partially drained and undrained conditions. The right and left vertical model 
sides are fixed in the horizontal direction, and the model base is fully fixed in verti- 
cal and horizontal directions. Water pressure is applied on the slope surface nodes 
with prescribed PWP values and appropriate nodal loads during the simulation. Top 
mesh nodes are fixed for pore water pressure to allow flow across the model surface, 
whereas model bottom and side boundaries are not allowed for water drainage. 
Figure 20.7 shows the FE mesh discretization and the model boundary conditions. 

The FE analysis is initiated by considering a linear elastic material behavior 
when applying gravity loads and self-weights. After that, the model is turned to the 


422 M. A. Elbadawy and Y.-G. Zhou 


Water drainage allowed 
on top nodes only 


Fixed Pore water pressure at top 
nodes 
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on surface nodes 
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D i i Fixed in horizontal 
p ana Nodes are fixed in horizontal and vertical directions s dis ion 
(no water drainage) (no water drainage) (no water drainage) 


Fig. 20.7 The FE mesh discretization layout is showing the boundary conditions and the different 
sensor locations. (Elbadawy et al., 2022) 


nonlinear elastoplastic stage that considers all material nonlinearity and plastic 
behaviors. In order to achieve a successful transition, few analysis steps should be 
run to ensure that the soil's internal variables are adjusted to the new stress-state and 
to avoid numerical errors for the subsequent simulations. The initial state of stress 
output results from gravitational loading is presented in Fig. 20.8. The postprocess- 
ing contour plots were generated using the Scientific Tool Kit for OpenSees “STKO” 
(ASDEA-Software, 2019). 

After that, dynamic loading is subjected to the FE model base by application of 
the recorded acceleration time history for each centrifuge test. The numerical simu- 
lation is performed according to the Newmark-Beta step by step integration method 
in the time domain with y = 0.5 and f = 0.25 (Newmark, 1959, 1972). A modified 
Newton-Raphson solution algorithm is selected for the numerical computations 
with a Krylov subspace accelerator to accelerate the convergence process (Scott & 
Fenves, 2010). 

The material damping emerging from the soil nonlinear hysteresis behavior is 
accompanied by a small initial stiffness proportional damping coefficient equals 
0.003 as prescribed by Parra (1996) and Yang and Elgamal (2009) in order to ensure 
stable numerical simulations during high shearing phases. The following section 
will discuss the output results from the simulation of the centrifuge experiments, 
besides spotlighting the main findings. 


20.6 Result and Discussion 


Class C simulation output results are presented in this section comprising time his- 
tories of excess PWP, acceleration, and surface horizontal displacement at different 
sensor locations. For achieving computed model responses as similar to centrifuge 
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Fig. 20.8 Output contour plots of the initial stress analysis. (a) horizontal stress distribution, (b) 
vertical stress distribution, and (c) pore water pressure distribution 


experiments, a slight change was made to the initially calibrated model parameters. 
These modifications were done towards c, and liq; parameters, as presented in 
Table 20.3. 

Increasing the c; model parameter results in generating significantly higher 
excess pore water pressure and magnifying the horizontal surface deformations. 
Increasing liq; model parameter enhances the model predictions of shear strain 
accumulations, especially in case of the model subjected to initial static shear 
stresses, which provides proper estimations of the permanent horizontal surface 
displacements. 

The selection of these values for c, and liq; parameters aims to employ a unified 
set of model parameters for each relative density group in centrifuge simulations. 
The PDMYO2 estimated model parameters for (D, 50%) group are used in simulat- 
ing centrifuge tests done by ZJU and KyU, whereas PDMYO2 estimated model 
parameters for (D, 60%) group are selected for RPI and UCD centrifuge 
simulations. 
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Table 20.3 The modified values of PDMY02 model parameters for class-C simulations 


Parameter | Estimated values Description 
(D,) range | 50-55% | 60-65% | The relative density ranges of the Ottawa-F65 sand samples 


€i 10.095 0.075 The contraction parameter was changed to capture better 
output soil response towards excess PWP and horizontal 
displacement estimations 


liq» 3 [3 liq; parameter was changed to adjust the model predictions of 
| post-liquefaction accumulated permanent shear deformations 


The output responses of middle array sensors “P1, P2, P3, P4, AH1, AH2, AH3, 
and AH4” and two top surface displacement recorders are selected for the compari- 
sons between computed and measured output results for the selected Model A and 
Model B centrifuge tests. The figures below show the time histories of excess 
pore water pressure (PWP), horizontal acceleration, and horizontal surface 
displacements. 


20.6.1 Model A Output Results 


From Figs. 20.9 and 20.10, excess PWP and horizontal surface displacements are in 
good agreement with the experiment output responses despite little overestimation 
in the displacement output time histories with the UCD_A_A2_1 output result. The 
acceleration time histories reveal some dilation spikes that cannot be captured by 
the employed soil model. These spikes are very high in case of modeling the 
ZJU_A_A1_1 centrifuge test, as shown in Fig. 20.11. 

Much higher negative PWP spikes were monitored in all sensor locations in the 
ZJU_A_A1_1 centrifuge test. The simulated excess PWP generation and dissipa- 
tion rates in the ZJU A AI 1 test matched perfectly with the measured output 
responses, regardless of the absence of the negative excess PWP spikes in the simu- 
lated responses. These intensive negative PWP spikes have resulted from the dam- 
age that occurred in the soil fabric when reaching the liquefaction stage, which is 
why large surface horizontal deformation values are generated in measured and 
computed time histories. 

Despite the accurately computed output results in the previous simulations, 
KyU A A2 1l computed response has deviated from the centrifuge experiment 
measurements, as presented in Fig. 20.12. This issue is very noticeable in the excess 
PWP and surface horizontal displacement time histories. On the contrary, the com- 
puted and measured acceleration time histories entirely coincide throughout the test 
duration. 
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Fig. 20.9 Simulation vs. experiment output results of RPI-A-A1-1; time histories of excess pore 
water pressure, horizontal acceleration, and horizontal surface displacement (measured PWP data 
of sensor P3 is not available and exchanged with P6 output results) 


426 M. A. Elbadawy and Y.-G. Zhou 


~ 50 ~ 50 
G 40 G 40 
zt 30 = 30 
= 20 = 20 
o 10 ao 10 
B 0 B 0 
8 -10 — P1 Simulation 9 -10 — P2 Simulation 
== PIE i t — P2 Experiment 
ui -20 xperimen ui -20 
0 5 10 15 20 25 30 0 5 10 15 20 25 30 
Time (sec) Time (sec) 
—~ 50 ee” 50 
G 40 G 40 
x E 
— 30 — 30 
[in jae 
= 20 = 20 
o 10 a 10 
$ 0 $ 0 
Q 10 — P3 Simulation Q 10 — PA Simulation 
ü o —-— P3 Experiment ui 7 —— P4 Experiment 
-20 -20 
0 5 10 15 20 25 30 0 5 10 15 20 25 30 
Time (sec) Time (sec) 
0.4 0.4 


Acceleration (g) 
e 
e 
Acceleration (g) 
eo 
[e] 


=0.2 -0.2 
— AH1 Simulation — AH2 Simulation 
— AH1 Experiment — AH2 Experiment 
-0.4 -0.4 
0 5 10 15 20 25 30 0 5 10 15 20 25 30 
Time (sec) Time (sec) 
0.4 0.4 
9 9 
- 42 c 02 
c c 
9 xe) 
© 0.0 © 0.0 
i E 
o o 
Q -0.2 8 -0.2 
xt AH3 Simulation xt AH4 Simulation 
-0.4 — AH3 Experiment -0.4 — AH4 Experiment 
0 5 10 15 20 25 30 0 5 10 15 20 25 30 
Time (sec) Time (sec) 
150 150 


Horizontal disp. (mm) 
a 
eo 


Horizontal disp. (mm) 
oa 
[e] 


? —— Point 3 Simulation 9 —— Point 5 Simulation 
— Point 3 Experiment — Point 5 Experiment 
-50 -50 
0 5 10 15 20 25 30 0 5 10 15 20 25 30 


Time (sec) Time (sec) 


Fig. 20.10 Simulation vs. experiment output results of UCD A A2 1I; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement 
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Fig. 20.11 Simulation vs. experiment output results of ZIU A AI 1; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement 
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Fig. 20.12 Simulation vs. experiment output results of KyU A A2 I; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement 
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20.6.2 Model B Output Results 


The Model B centrifuge experiments were simulated in the model scale. With 
RPI A BI 1 test, Fig. 20.13 shows computed output responses similar to experi- 
mental recorded results for the excess PWP and acceleration time histories despite 
slight disparities regarding the dissipation rate of the excess PWP. The simulated 
horizontal surface displacements are a bit lower than the experiment outputs, 
although they are still following similar centrifuge measured trends. 

Through Fig. 20.14, there is a good agreement between the computed output 
results and the centrifuge measured responses, which can be depicted through 
the time histories of excess PWP and horizontal displacements. Soil dilative behav- 
ior appears again in the ZJU A B1 1 experiment through negative spikes in excess 
PWP and acceleration time histories (Fig. 20.15). 

With KyU A B2 Il centrifuge simulation, the output computed PWP results are 
slightly better than the results obtained in Model A simulations; however, the dis- 
placement time histories are still highly deviated from the measured centrifuge 
responses. One of the expected reasons for getting overestimated horizontal surface 
displacements is the high wave oscillations that generated at frequencies near the 
natural soil frequency, which may cause resonance effects on the simulated model 
(see Sect. 20.2.1). Moreover, the model’s flow rule may generate over estimated 
responses at low to medium CSR levels, as described in Sect. 20.4.2, which might 
increase the PWP and horizontal displacement output results. 


20.7 Conclusion 


Extensive class-C numerical simulations were performed by means of the Finite 
Element Analysis method to model seven centrifuge tests of mildly sloping ground 
composed of Ottawa-F65 sand in a rigid container under ramped sinusoidal input 
motions with different PGAs. Numerical simulations were performed in prototype 
scale and model scale for simulating Model A and Model B centrifuge experiments, 
respectively. An elastoplastic multi-yield surface model with pressure dependency, 
namely PDMYO2, was engaged in this simulation work through the OpenSees 
platform. 

The PDMY02 model calibration process, “Simulation Phase I", was carried out 
by simulating the cyclic torsional shear tests for soil samples with different relative 
densities composed of Ottawa-F65 sand under different CSR values. The model 
parameters were first estimated through geotechnical correlations and previous soil 
laboratory tests and then calibrated with the provided cyclic torsional shear labora- 
tory tests. 

The PDMYO2 model provides fair computed responses for all cyclic torsional 
shear test simulations despite estimating inaccurate counts of loading cycles to 
reach initial liquefaction for very low and very high CSR levels. Prior to 
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Fig. 20.13 Simulation vs. experiment output results of RPI A BI 1; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement (measured PWP 
data of sensor P2 is not available and exchanged with P6 output results) 
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Fig. 20.14 Simulation vs. experiment output results of ZJU_A_B1_1; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement 
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Fig. 20.15 Simulation vs. experiment output results of KyU A B2 1l; time histories of excess 
pore water pressure, horizontal acceleration, and horizontal surface displacement 
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commencing Class C simulations, minor changes were made to model parame- 
ter values to deliver proper numerical predictions of the simulated centrifuge exper- 
iments. The computed results revealed that the PDMY02 model is capable of 
predicting the liquefaction potential and lateral spreading of the mildly sloping 
ground problem. The computed time histories of excess PWP, accelerations, and 
displacements are in good agreement with the measured responses in all centrifuge 
tests despite getting disparate simulated responses with experiments that took place 
at the Kyoto University centrifuge facility. 

A prominent drawback when using the PDMY02 model appeared when calibrat- 
ing the model parameters to predict the appropriate number of loading cycles to 
trigger liquefaction under a wide range of CSR values. The model’s flow rule should 
be adjusted to accurately predict the number of loading cycles to reach initial lique- 
faction under different stress levels in order to achieve successful model calibrations 
and obtain better numerical simulation predictions. Generally, the PDMY02 model 
was found to be adequate for investigating the liquefaction potential of mildly slop- 
ing grounds and providing proper seismic predictions under different dynamic 
motion intensities. 
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